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American  Samoa 
Guam 
Hawaii 


ESRD  KTTWOBK  NO.  1 

The  Trust  Territory 
of  the  Faciflc  Is- 
lands 


ESRD   NETWORK  NO. 

The  State  of  Alaska 
The  State  of  Idaho 
The  State  of  Montana 
The  State  of  Oregon 
The  State  of  Washington 


ESRD   NETWORK   NO.  S 

The  following  counties  in  Northern  Call- 


fornia: 

Alameda 

Nevada 

Alpine 

Placer 

Amador 

Plumas 

Butte 

Sacramento 

Calaveras 

San  Benito 

Colusa 

San  Francisco 

Contra  Costa 

San  Joaquin 

Del  Norte 

San  Mateo 

El  Dorado 

Santa  Clara 

Fresno 

Santa  Cru* 

Glenn 

Shasta 

Humboldt 

Sierra 

Lake 

Siskiyou 

Lassen 

Solano 

Madera 

Sonoma 

Marin 

Stanislaus 

Mariposa 

Sutter 

Mendocino 

Tehama 

Merced 

Trinity 

Modoc 

Tuolumne 

Mono 

Yolo 

Monterey- 

Yuba 

Napa 

The  State  of  Nevada  excluding  Clark 
county  which  Is  Included  In  Network  area  4 


ESRD  NETWORK   NO.  4 

The  following  counties  In  Southern  Cali- 
fornia: 

San  Bernardino 
San  Diego 
San  Luis  Obispo 
Santa  Barbara 
Tulare 


Imperial 
Inyo 
Kern 
Kings 
Los  Angeles 


Ventura 


Orange 
Riverside 

The  following  county  In  Southern  Nevada: 
Clark 


ESRD  NETWORK    NO.  !* 

The  State  of  Colorado 

The  State  of  Utah  excluding  the  Navaho 
Reservation  portion  of  San  Juan  County 
which  Is  In  Network  area  6. 
The  State  of  Wyoming 

The  following  counties  lu  the  State  of 
Nebraska: 


Banner 

Box  Butte 

Cheyenne 

Dawes 

Deuel 

Garden 


Kimball 
Morrill 
Scotta  Bluff 
Sheridan 
Sioux 

ESRD   NETWORK   NO.  0 


The  State  of  Arizona 
The  State  of  New  Moxlco 

The  Navaho  Reservation 
Juan  County,  Utah. 


portion  of  3.U1 


ESRD  NETWORK   NO  T 

The  State  of  Minnesota 
The  State  of  North  Dakota 
The  State  of  South  Dakota 

The  following  counties  In  the  8t»t*  Df 
Michigan: 


Alger 

Baraga 

Delta 

Dickinson 

Oogeblo 

Houghton 


Iron 

Keweenaw 

Marquette 

Menominee 

Ontonagon 

Schoolcraft 


The  following  counties  In  the  State  of 
Wisconsin : 

Ashland  Iron 
Bayfield  Price 
Burnett  Sawyer 
Douglas  Washburn 

ESRD   NETWORK  NO.  t 

Composed  of: 

The  State  of  Iowa 

The  State  of  Nebraska  excluding  the  fol- 
lowing counties  which  are  Included  In  Net- 
work area  6: 


Banner 

Box  Butte 

Cheyenne 

Dawes 

Deuel 

Garden 


Kimball 
Morrill 
Scotts  Bluff 
Sheridan 
Sioux 


The  following  counties  in  the  State  of 
Illinois: 


Henry 
Mercer 


Rock  Island 


ESRD   NETWORK   NO.  » 

The  State  of  Kansas 

The  Slate  of  Missouri  excluding  the  fol- 
lowing counties  which  are  Included  In  Net- 
work area  18: 


Dunklin 
Mississippi 
New  Madrid 


Pemiscot 

Scott 

Stoddard 


The  following  counties  In  the  Stale  of 
Illinois: 


Clinton 
Madison 


Monroo 
St.  Clair 


ESRD   NETWORK   NO.  10 


The  State  of  Arkansas  excluding  the  fol- 
lowing counties  which  are  Included  in  Net- 
work area  18: 


Crittenden 


Mississippi 


The  State  of  Oklahoma 


ESRD   NETWORK    NO,    1  I 

The  Slate  of  Texas 


ESRD   NETWORK   NO.    1  * 

The  Slate  of  Louisiana 


ESRD  NETWORK   NO.  13 

The  State  of  Wisconsin  excluding  the  fol- 
lowing counties  which  are  Included  in  Net- 
work area  7 : 


Ashland 
Bayfleld 
Burnett 
Douglas 


Iron 
Price 
Sawyer 
Washburn 


ESRD  NETWORK  NO.  14 


The  State  of  Michigan  excluding  the  fol- 
lowing counties  which  are  Included  In  net- 
work area  number  7. 


Alger 

Barnga 

Delta 

Dickinson 

Gogebic 

Houghton 


Iron 

Keweenaw 

Marquette 

Menominee 

Ontonagon 

Schoolcraft 


ESRD   NETWORK   NO.  15 


The  State  of  Illinois  excluding  the  follow- 
ing counties  which  are  Included  In  Network 
area  8: 

Henry  Rock  Island 

Mercer 

and  the  following  counties  which  ore  In- 
cluded In  Network  area  0  : 


Clinton 
Madison 


Monroe 
St.  Clair 


ESRD  NETWORK  NO.  16 

The  State  of  Indiana 

ESRD  NETWORK  NO.  IT 

The  State  of  Kentucky 

The  following  counties  In  the  State  of 
Ohio: 

Adams 
Brown 
Butler 
Champaign 
Clark 
Clermont 
Clinton 
Darke 


Greene 

Hamilton 

Highland 

Miami 

Montgomery 

Preble 

Shelby 

Warren 


ESRD  NETWORK  NO.  18 

The  State  of  Alabama  excluding  the  fol- 
lowing county  which  Is  Included  In  network 
area  number  20. 

Russell 

The  State  of  Mississippi 
The  State  of  Tennessee 

The  following  counties  in  the  State  of 
Arkansas: 

Crittenden  Mississippi 

The  following  counties  In  the  State  of 
Oeorgla: 


•tmrw — ~WKt — -frat?. — —  CSF — fl!ff  -  ?5* 


Catoosa  Walker 
Dade 

The  following  counties  In  the  State  of 
Missouri : 


The  following  counties  of  Western  Penneyl- 


Dunklin 
Mississippi 
New  Madrid 


Pemiscot 

Scott 

Stoddard 


The  following  counties  In  the  State  of 
Virginia: 

Scott  Washington 

ESRD  NETWORK  NO.  19 

The  State  of  Florida 


vanla: 

Allegheny 

Forest 

Armstrong 

Fulton 

Beaver 

Greene 

Bedford 

Huntingdon 

Blair 

Indiana 

Butler 

Lawrence 

Cambria 

McKean 

Cameron 

Mercer 

Clarion 

Potter 

Crawford 

Somerset 

Elk 

Venango 

Erie 

Warren 

Fayette 

Washington 

Westmoreland 

ESRD  NETWORK  NO.  20 

The  State  of  Georgia  excluding  the  follow- 
ing counties  which  are  Included  In  network 
area  number  18. 

Catossa  Walker 
Dade 

The  State  of  South  Carolina 

The  following  county  In  the  State  of  Ala- 
bama: 

Russell 

ESRD  NETWORK  NO.  21 

The  Slate  of  North  Carolina 


ESRD  NETWORK  NO.  22 

Composed  of  the  State  of  Ohio  excluding 
the  following  counties  which  are  Included  la 
network  area  number  17. 


Adams 

Brown 

Butler 

Champaign 

Clark 

Clermont 

Clinton 

Darke 


Greene 
Hamilton 
Highland 
Miami 

Montgomery 
Preble 
Shelby 
Warren 


ESRD   NETWORK   NO.  23 

The  District  of  Columbia. 

The  following  counties  in  the  State  of 
Virginia: 


Arlington 
Fairfax 


Loudoun 
Prince  William 


The  following  counties  in  the  State  of 
Maryland: 

Calvert  Prince  Georges 

Charles  St.  Mary's 

Montgomery 

ESRD  NETWORK   NO.  24 

The  State  of  Delaware 

The  following  counties  of  Eastern  Pennsyl- 


vanla: 

Adams 

Delaware 

Berks 

Franklin 

Bucks 

Jefferson 

Carbon 

Jun  lata 

Centre 

Lackawanna 

Chester 

Lancaster 

Clearfield 

Lebanon 

Clinton 

Lehigh 

Columbia 

Luzerne 

Cumberland 

Lycoming 

Dauphin 

Mifflin 

i 


Monroe 

Montgomery 

Montour 

Northampton 

Northumberland 

Perry 

Plko 


Philadelphia 

Schuylkill 

Snyder 

Union 

Wayne 

Wyoming 

York 


The  State  of  Rhode  Island 
The  State  of  Vermont 


ESRD   NETWORK    NO.  29 

Puerto  Rico  Virgin  Islands 


ESRD  NETWORK  NO.  25 

The  following  counties  of  Metropolitan 
New  York : 


Bronx 

Dutchess 

Kings 

Nassau 

New  York 

Orange 

Putnam 


Queens 

Richmond 

Rockland 

Suffolk 

Sullivan 

Ulster 

Westchester 


ISRD  NETWORK  NO.  26 
The  State  of  New  York  excluding  the  fol- 
lowing counties  which  are  Included  in  Net- 
work area  25 : 


Bronx 

Dutchess 

Kings 

Nassau 

New  York 

Orange 

Putnam 


Queens 

Richmond 

Rockland 

Suffolk 

Sullivan 

Ulster 

Westchester 


The  following  counties  In  the  State  of 
Pennsylvania: 


Bradford 
Susquehanna 


Sullivan 
Tioga 


ESRD   NETWORK   NO.  30 

The  State  of  Virginia  excluding  the  fol 
lowing  counties  which  are  included  In  Net 
work  area  18: 

ScoU  Washington 

and  the  following  counties  which  are  in 

eluded  in  Network  area  23: 


Arlington 
Fairfax 


Loudoun 
Prince  William 


The  State  of  West  Virginia 


ESRD   NETWORK   NO.  31 

The  State  of  Maryland  excluding  the  fol 
lowing  counties  which  are  included  in  Net 
work  area  23 : 


Calvert 
Charles 
Montgomery 


Prince  Georges 
St.  Mary's 


ESRD   NETWORK   NO.  32 

The  State  of  New  Jersey 


ESRD   NETWORK  NO.  27 

The  Slate  of  Connecticut 


ESRD  NETWORK  NO.  28 


The  State  of  Maine 

The  State  or  Massachusetts 

The  State  of  New  Hampshire 
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FACILITY  REPORT  NO.  2 
MEDICARE  APPROVED  ESRD  SUPPLIERS 


INTRODUCTION 

This  is  the  second  in  the  series  of  reports  on  the  nation's 
Medicare-approved  End-Stage  Renal  Disease  (ESRD)  facilities.  The 
report  covers  the  period  from  January  1,  1976,  through  December 
31,  1976,  and  is  based  upon  data  collected  from  the  facilities 
through  the  mail  survey  questionnaire  which  was  sent  to  them  during 
the  first  week  in  January  1977. 

The  reader  will  note  that  this  report  contains  a  much  more 
extensive  compilation  of  data  than  the  first  facility  report.  The  first 
ESRD  Facility  Survey  was  intended  primarily  as  a  vehicle  for  verifi- 
cation of  nationwide  ESRD  data  collection  procedures  and  as  a 
limited  source  of  data  for  network  and  national  level  program  plan- 
ning and  development  purposes.  It  served  a  further  important  pur- 
pose in  familiarizing  providers  of  ESRD  care  with  the  survey  process 
and  the  specifics  of  the  information  being  collected.  Thus  the 
groundwork  was  laid  for  an  improved  level  and  accuracy  of  reporting 
for  the  second  ESRD  Facility  Survey.  This,  in  turn,  has  made  pos- 
sible a  much  more  detailed  presentation  of  data  in  the  present  report. 

The  principal  categories  of  information  reported  are: 

1 .  Operating  patterns  and  services, 

2.  Ownership  and  affiliation, 

3.  Patient  census, 

4.  Utilization  data, 

5.  Staffing  patterns,  and 

6.  Transplantation  activity 


The  statistical  tables  have  been  grouped  accordingly  for  the  conve- 
nience of  the  reader.  As  in  the  case  of  its  predecessor,  the  most 
immediate  purpose  of  this  report  is  to  present  basic  facility  informa- 
tion for  use  in  ESRD  Program  planning  and  development  activities  at 
local,  state,  and  national  levels.  This  purpose  has  acquired  additional 
urgency  with  the  recent  funding  of  the  ESRD  Network  organizations 
which  will  now  assume  full  operational  status.  A  slightly  less  imme- 
diate, but  no  less  important,  purpose  of  these  data  is  to  provide  a 
basis  for  various  analytical  studies  that  will  provide  a  clearer  under- 
standing of  the  patterns  of  delivery  of  ESRD  services. 

This  report  is  primarily  statistical  in  nature  in  keeping  with  its 
purpose  as  a  source  of  data  for  program  planning,  development  and 
administration.  For  some  users,  who  seek  more  general  information 
about  ESRD  Facilities  and  services,  there  may  be  considerably  more 
detail  than  necessary.  This  report  does  not  attempt  to  engage  in 
extensive  interpretation  of  the  data  presented.  The  task  of  interpreta- 
tion is  complex  and  requires  detailed  knowledge  and  understanding 
of  differing  local  situations  and  conditions.  It  is  not  possible  to 
adequately  address  such  material  here.  Therefore,  interpretive  reports 
will  be  prepared  on  a  selective  basis  at  appropriate  times  in  the  future 
in  order  to  meet  the  various  needs  for  such  information. 

In  this  report  survey  data  are  aggregated  at  the  network  and 
national  levels.  This  format  accommodates  the  needs  of  the  widest 
circle  of  users  of  these  data.  However,  the  ESRD  Medical  Informa- 
tion System  has  capabilities  for  reports  with  other  aggregations  of 
the  data,  e.g.,  Network  by  Facility  and  State  by  County  breakdowns. 
These  additional  series  of  Facility  Reports  address  themselves  to  the 
particular  needs  of  the  Network  Coordinating  Councils  and  state, 
local,  and  regional  health  planning  organizations. 
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SOURCES  AND  LIMITATIONS  OF  THE  DATA 


The  long-term  ESRD  Program,  which  became  effective  on 
September  1,  1976,  established  certain  conditions  that  suppliers  of 
ESRD  services  were  required  to  meet  in  order  to  be  eligible  for 
participation  and  Medicare  reimbursement.  One  of  these  conditions 
requires  ESRD  suppliers  to  submit  data  concerning  their  facilities, 
services,  and  patients  to  the  national  ESRD  MIS.  In  order  to  main- 
tain a  uniform  and  comprehensive  body  of  information  relating  to 
facilities  and  services,  the  ESRD  Facility  Survey  is  conducted  each 
year  by  the  ESRD  MIS.  The  survey  is  designed  to  collect  data  on  a 
calendar  year  basis.  Distribution  of  the  survey  questionnaire  to 
facilities  is  timed  to  coincide  with  the  end  of  the  calendar  year 
when  most  facilities  are  compiling  their  normal  year-end  reports. 

The  ESRD  Facility  Survey  questionnaire  accompanied  by  a 
detailed  instruction  manual  and  a  transmittal  letter  containing 
supplemental  instructions  was  mailed  to  895  facilities  on  January  5, 
1977.  These  were  facilities  that  were  listed  with  the  ESRD  MIS,  at 
that  time,  as  participating  in  the  interim  program.  Of  the  895  forms 
mailed,  854  were  returned  in  time  to  be  processed  for  preparation  of 
this  report.  Responses  from  52  of  these  facilities  are  not  included  in 
this  report  since  they  stated  that  they  ( 1 )  were  not  operational 
during  the  survey  period,  (2)  provided  acute  inpatient  (hospital) 
dialysis  only  (i.e.,  were  not  operating  a  chronic  maintenance  dialysis 
program),  or  (3)  were  not  participating  in  the  ESRD  Program  at  the 
time  of  the  survey.  No  response  had  been  received  from  41  facilities 
by  the  time  processing  for  the  report  had  begun.  Thus,  this  report 
presents  data  for  a  total  of  802  facilities. 

Table  A  below  presents  these  data  for  the  nation  and  for  each 
of  the  32  networks.  The  table  shows  the  number  of  facilities 
approved  by  the  Medicare  Program  to  provide  ESRD  services  and 
also  the  number  of  approved  stations  they  operate.  The  section  of 
the  table  covering  facilities  not  included  in  the  report  also  indicates 
in  parentheses  the  number  of  stations  associated  with  those  facilities. 
This  is  done  for  the  benefit  of  those  readers  who  may  wish  to  use 
data  from  this  report  in  making  computations  which  involve  stations. 
A  further  set  of  data  presented  in  the  table  covers  the  789  facilities 
for  which  complete  station  and  patient  information  was  available. 
There  were  1 3  facilities  for  which  critical  patient  and/or  station  data 


were  not  available,  thereby  excluding  them  from  presentation  in 
many  of  the  tables  in  this  report,  e.g.,  patient  census,  utilization  of 
stations,  etc. 


The  survey  has  an  effective  date  of  December  31,  1976. 
However,  it  is  important  to  note  that  there  are  three  distinct  time 
frames  associated  with  the  collection  and  reporting  of  the  survey 
data.  First,  there  are  many  items  which  reflect  the  status  of  the 
facility  or  its  operations  at  a  single  instant  in  time,  e.g.,  patient 
census,  facility  location,  etc.  Second,  there  are  items  which 
measure  an  amount  of  activity  taking  place  in  the  whole  week 
nearest  the  end  of  the  year,  for  example,  hours  and  days  of  opera- 
tion or  number  of  treatments  given.  Third,  some  items  are  con- 
cerned with  a  quantative  measure  of  an  activity  over  the  entire 
year,  such  as  the  number  of  transplants  performed  or  the  number 
of  patients  trained. 

It  is  essential  that  the  reader  be  aware  that  the  number  of 
facilities  reported  in  the  various  tables  in  this  report  differ  and  of 
the  reasons  for  these  differences.  Of  the  802  facilities  included  in 
this  report  not  all  are  included  in  each  of  the  tables.  This  occurs 
because  some  facilities  either  did  not  provide  the  services  being 
tabulated  or  did  not  submit  the  data  necessary  for  inclusion  in  a 
specific  table.  In  such  cases  they  are  not  included  in  the  "Number 
of  Facilities  Reporting"  column.  For  example,  Table  22, 
"Transplants  Reported  for  the  Period  January  1,  1976  -  December 
31,  1976,"  shows  145  facilities  reporting,  657  fewer  than  the  802 
included  in  the  survey.  The  difference  results  from  the  fact  that 
only  18  percent  of  Medicare-approved  ESRD  facilities  furnish  trans- 
plant services. 

Care  should  be  taken  in  the  computation  and  interpretation 
of  summary  statistics  such  as  averages,  rates,  etc.,  directly  from  the 
aggregate  data  provided  in  this  report  because  individual  reporting 
facilities  may  not  have  been  operational  for  the  entire  report 
period.  Some  facilities  may  have  experienced  changes  in  the 
number  of  stations  or  other  operating  characteristics.  Accordingly, 
the  computation  of  derived  statistics  such  as  those  mentioned 
above  should  incorporate  a  weighted  contribution  for  each 
reporting  facility  based  on  its  period  and  level  of  operation. 
Although  the  number  of  such  facilities  in  a  single  network  may  be 
small,  this  factor  must  be  taken  into  consideration  in  the  further 
analysis  of  these  data. 
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TABLE  A.   NUMBER  OF  FACILITIES,  STATIONS,  AND  PATIENTS  FOR  WHICH 
DATA  WAS  INCLUDED  OR  EXCLUDED  IN  THIS  REPORT 


ccpn 
Con  Lf 

NETWORK 

mi  ill n c d  f\c 
MrrnUV t  U 
FACILITIES 

NUMBER  OF 

ADDDDV/C  Pi 

STATIONS 

NUMBER  OF 
FACI LITIES 
INCLUDED  IN 
THIS  REPORT 

NUMBER  OF  APPROVED  FACILITIES  AND  STATIONS 
NOT  INCLUDED  IN  THIS  SURVEY  REPORT 1 

DIALYSIS  FACILITIES  WITH  COMPLETE 
STATION  AND  PATIENT  DATA  AVAILABLE2 

NOT  NOT 
PARTICIPATING  OPERATIONAL 

PROVIDING  ACUTE 
SERVICES  ONLY 

NO  RESPONSE 
TO  SURVEY 

FACILITIES 

STATIONS 

PATIENTS 

TOTAI 

/  JUO 

9(9)'  19(127) 

24  (53) 

41  (214) 

789 

6891 

26767 

01 

6 

71 

6 

6 

71 

239 

02 

25 

95 

22 

3  (1) 

20 

94 

645 

Jo 

OZl 

33 

31 

318 

1142 

"7Q 
/U 

b/b 

71 

2  (7) 

5  (36) 

71 

91  R9 

05 

18 

115 

14 

2  (3) 

2  (20) 

13 

MUD 

06 

16 

113 

16 

16 

113 

410 

U/ 

25 

169 

23 

1  (2) 

1  (8) 

22 

155 

391 

no 
Uo 

lb 

74 

14 

2  (6) 

13 

R7 
u  / 

*COO 

09 

24 

163 

24 

23 

163 

10 

31 

163 

25 

2  (2)  2 

(2) 

2  (2) 

23 

151 

385 

1  1 

cn 

ou 

a  on 
4o9 

47 

3(3)  3 

(11) 

4  (7) 

3  (10) 

45 

466 

1559 

1 0 
I  z 

/o 

168 

19 

1 

(2) 

3  (6) 

19 

160 

3  1  *+ 

13 

22 

151 

20 

1  (D 

1  (5) 

20 

146 

390 

14 

30 

272 

29 

1  (4) 

29 

268 

1037 

ki 

DO 

/no 
4Jo 

47 

2 

(16) 

4  (23) 

47 

394 

1432 

1  ft 

I  U 

1  oo 
1  <C<! 

9 

1  (0) 

9 

122 

630 

17 

17 

134 

17 

17 

134 

431 

18 

32 

281 

30 

1  (2) 

1  (9) 

30 

270 

1128 

1  Q 

HO 

Jb4 

40 

3 

(26) 

5  (9) 

40 

319 

1213 

9Q 

24 

2 

(24) 

2  (8) 

1  (2) 

24 

245 

851 

21 

16 

162 

14 

2 

(30) 

14 

1 

22 

27 

234 

26 

1  (10) 

26 

224 

1155 

91 

1  A 

1  /o 

12 

2  (7) 

12 

1  DO 

4b 

384 

41 

1 

(3) 

4  (25) 

40 

352 

1569 

25 

59 

538 

51 

2  (2) 

6  (40) 

51 

496 

2248 

ZD 

22 

137 

22 

22 

137 

612 

27 

14 

118 

14 

14 

118 

447 

28 

28 

281 

25 

2 

(10) 

1  (13) 

25 

258 

1108 

29 

12 

87 

9 

1  (0) 

1  (D 

1  (0) 

9 

86 

295 

30 

28 

181 

26 

1  (1)  1 

(3) 

26 

177 

663 

31 

12 

113 

11 

1  (10) 

1 1 

103 

359 

32 

21 

255 

21 

21 

255 

1229 

Data  in  parentheses  indicates  the  total  number  of  stations  for  which  these  facilities  are  approved. 


1  Includes  all  approved  dialysis  facilities  responding  to  the  survey  for  which  complete  station  and  patient  data  was  available.  Facilities  providing  transplant  services  only  are  included  in  the  report  but  are  not  counted 
among  these  789  facilities. 
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DISCUSSION  OF  SELECTED  FACILITY  CHARACTERISTICS 


i  There  have  been  many  requests  for  summary  information 
covering  various  characteristics  of  the  nation's  ESRD  facilities. 
Three  of  these  characteristics  have  been  selected  for  brief  graphic 
presentation  at  this  time.  These  items  include  ownership  of  ESRD 
dialysis  facilities,  staffing  patterns  in  dialysis  and  transplant  facili- 
ties, and  treatment  settings  of  dialysis  patients. 


OWNERSHIP 

Dialysis  facilities  have  been  divided  into  four  main  ownership 
categories;  for  profit  and  not-for-profit  in  the  private  sector,  and 
federal  or  non-federal  government  in  the  public  sector.  At  the  time 
of  the  survey,  as  Figure  1  illustrates,  79.1  percent  of  ESRD  facilities 


FIGURE  1.   OWNERSHIP  OF  ESRD  DIALYSIS  FACILITIES 
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were  located  in  the  private  sector,  whereas  20.9  percent  were  affil- 
iated with  various  governmental  jurisdictions.  Comparison  of  these 
national  averages  with  Table  6,  which  presents  a  breakdown  of  type 
of  ownership  by  network,  reveals  pronounced  variance  of  ownership 
patterns  in  different  areas  of  the  country.  In  some  cases  these 
patterns  resemble  similar  data  for  short-term  acute  hospitals  in  the 
same  geographic  areas.  In  other  areas  the  patterns  of  ownership  of 
ESRD  facilities  do  not  appear  to  closely  resemble  those  of  other 
health  care  facilities.  A  more  detailed  treatment  of  these  data  will  be 
reserved  tor  future  reports. 


STAFFING  PATTERNS 

Figure  2  shows  the  distribution  of  staff  by  specialty  for  ESRD 
dialysis  facilities  nationally.  Figure  3  shows  similar  information  for 


FIGURE  2.    STAFFING  IN  ESRD  DIALYSIS  FACILITIES 


OTHER  PERSONNEL 


REGISTERED 
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FIGURE  3.  STAFFING  IN  ESRD  TRANSPLANT  FACILITIES 


ESRD  transplant  facilities.  In  dialysis  facilities  nursing  personnel  and 
dialysis  technicians  comprise  70.9  percent  of  the  staff,  physicians 
14.5  percent,  and  other  types  of  personnel  13.9  percent.  In  trans- 
plant facilities  31.9  percent  or  nearly  one  third  of  the  staff  is 
physicians,  46.9  percent  is  nursing  personnel,  and  21.1  percent 
represents  other  types  of  personnel. 

By  referring  to  Tables  19,  20,  and  21  the  differences  in 
average  staffing  pattern  between  networks  may  be  studied.  There 
will  also  be  differences  in  these  patterns  as  a  function  of  facility 
size  but  a  detailed  analysis  of  such  relationships  will  be  reserved 
tor  future  reports. 

TREATMENT  OF  SETTINGS  OF  DIALYSIS  PATIENTS 

The  distribution  of  dialysis  patients  among  the  various  treat- 
ment settings  is  presented  in  Figure  4.  Complete  patient  data  was 
avadable  for  789  facilities.  As  of  December  31,  1976,  services  to 


patients  were  being  provided  by  these  facilities  as  follows: 


Full-care  patients  755  facilities 

Partial-care  patients  129  facilities 

Self-care  patients  50  facilities 

Home  patients  supported  3 1 5  facilities 

It  should  be  noted  that  268  facilities  offered  self-care  training 
programs  but  only  119  had  patients  in  training  at  this  time. 

FIGURE  4.  TREATMENT  SETTING  OF  DIALYSIS  PATIENTS 

(Percentage  of  patients  as  reported  by  ESRD  facilities) 


FULL  CARE 


Technical  Note:  In  reviewing  the  data  regarding  home  dialysis 
patients,  it  should  be  noted  that  the  second  ESRD  Facility  Report 
includes  Medicare-approved  ESRD  facilities  only.  The  '  Veterans 
Administration  cares  for  a  substantial  number  of  patients  in  the 
home  dialysis  setting  who  are  not  included  in  the  ESRD  figures. 
Therefore,  when  considering  the  percentage  of  all  end-stage  renal 
patients  nationally,  the  proportion  of  home  dialysis  patients  may 
be  larger  than  would  seem  to  be  indicated  by  this  report.  A 
detailed  examination  of  data  relating  to  the  home  dialysis  setting  is 
being  actively  pursued  at  the  present  time. 


SUMMARY 


i 

In  reviewing  the  various  tables  the  reader  should  be  aware 
that  a  number  of  abbreviations  and  specialized  terms  have  been 
used  to  conveniently  present  the  data.  In  order  to  assist  the  reader 
in  interpreting  such  material,  this  report  contains  a  list  of  abbre- 
viations used  and  a  glossary  of  those  terms  which  may  need  clarifi- 
cation to  promote  a  uniform  understanding  of  their  meaning.  In 
addition,  the  survey  questionnaire  and  appropriate  sections  of  the 
ESRD  MIS  Instruction  Manual  and  Annual  Survey  transmittal 
letter  have  been  included  as  appendices  II,  III,  and  IV. 

The  objective  of  the  ESRD  Medical  Information  System  is  to 
provide  a  base  of  information  that  will  assist  in  providing  patients 


with  end-stage  renal  disease  a  proper  type  and  level  of  care  and  to 
encourage  proper  distribution  and  effective  utilization  of  ESRD 
services.  Corollary  goals  are  maintaining  the  flexibility  of  the 
renal  care  delivery  system  and  at  the  same  time  improving  the 
quality  of  care.  In  order  to  achieve  these  objectives  and  yet  not 
overburden  the  facilities  with  excessive  paperwork,  the  survey 
elements  were  designed  specifically  to  identify  the  services  that  are 
presently  available,  the  manner  in  which  resources  are  being 
applied,  and  the  level  at  which  facilities  currently  function  with 
respect  to  the  patient  population  presently  served. 

It  is  hoped  that  each  user  of  this  report  will  find  it  both 
informative  and  useful.  Reports  on  the  many  other  aspects  of  the 
ESRD  Program  will  be  issued  on  a  frequent  basis  to  provide  a 
timely  source  of  information  on  the  providers  and  recipients  of 
renal  health  care. 


END-STAGE  RENAL  DISEASE  MEDICAL  INFORMATION  SYSTEM  -  FACILITY  REPORT  NUMBER  2 


TABLE  1. 


NUMBER  OF   ESRO  FACILITIES  RY  TYPF  OF 

SERVICE   PROVIDEO,    TYPE  GF  PATIENTS 
TREAT  EOt    ADMINISTRATION,    AND  LOCATION 
DECEMBER  31,  1976 
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14 
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9 
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6 

11 
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36 
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16 

7 
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TABLE   2.        PERCENT  OF  ESRO   FACILITIES  BY   TYPE  OF 
SERVICE   PROVIDED,   TYPE  OF  PATIENTS 
TR  EAT  EC  ,    ADMINISTRATION,    AND   LOCATION  1 
DECEMBER    31,  1976 
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SOURCE:    ESRD  FACILITY   SURVEY  (HSA-600-5)   FOR   THE   REPORTING  PERIOD  JANUARY    1,    1976   THROUGH  DECEMBER   31,  1976 
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TABLE  3 


NUMBER  OF  ESRD  FACILITIES  PROVIDING 
DIALYSIS   SERVICES   BY  NUMBER  OF 
CHRONIC  MAINTENANCE  DIALYSIS  STATIONS 
DECEMBER  31,  1976 


SOURCE: 


ESRD  FACILITY 
CER  T I F I  CAT  I  ON 


SURVEY  CHSA-600-5)  FOR  THE  REPORTING 
DATA   FROM   BUREAU  OF  HEALTH  INSURANCE 


PERIOD  JANUARY  1,  1976  THROUGH  DECEMBER  31,  1976,  AND 
DHEW   REGIONAL  OFFICES. 
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TABLE  4.         PERCENT  OF  REPORTING  ESRD  FACILITIES 

PROVIDING  DIALYSIS   SERVICES  BY  NUMBER  OF 
CHRONIC  MAINTENANCE   DIALYSIS   STATIONS  1 
DECEMBER   31,  1976 


APPROVED 

PERCENT  OF 

LESS  THAN 

50  OR 

ESRD 

DIALYSIS 

REPORTING 

5 

5-9 

10  -  14 

15  -  19 

20  -  29 

30  -  39 

40  -  49 

MORE 

lit  I  wuk  is 

FAT  II  I  T  I  E  S 

STATIONS 

ST  ATI ONS 

STAT  IONS 

STAT  IONS 

STATIONS 

STATIONS 

STATIONS 

STATI ONS 

TOTAL 

6,843 

100 

30 

34 

20 

8 

7 

1 

1 

0 

U  1 

71 

100 

o 

67 

0 

0 

33 

0 

0 

0 

02 

94 

100 

68 

16 

11 

5 

0 

0 

0 

0 

03 

321 

100 

16 

34 

41 

3 

3 

3 

0 

0 

04 

633 

100 

17 

41 

25 

11 

6 

0 

0 

0 

U  J 

92 

1  00 

42 

25 

25 

8 

0 

0 

0 

0 

06 

113 

100 

31 

38 

25 

6 

0 

0 

0 

0 

07 

159 

100 

65 

22 

0 

4 

4 

0 

4 

0 

08 

68 

100 

57 

21 

21 

0 

0 

0 

0 

0 

no 

163 

100 

50 

14 

18 

14 

5 

0 

0 

0 

10 

142 

100 

57 

22 

9 

0 

13 

0 

0 

0 

11 

457 

100 

31 

29 

18 

4 

9 

4 

2 

2 

12 

160 

100 

47 

26 

11 

1  I 

0 

0 

0 

5 

1  1 

145 

1 00 

30 

45 

15 

10 
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0 

0 

0 

14 

262 

100 

25 

32 

32 

4 

4 

4 

0 

0 

15 

394 

100 

20 

54 

13 

4 

9 

0 

0 

0 

16 

122 

100 

13 

13 

13 

50 

0 

13 

0 

0 

L  # 

100 

38 

1  9 

31 

6 

6 

0 

0 

0 

18 

270 

100 

41 

14 

21 

10 

10 

3 

0 

0 

19 

319 

100 

18 

39 

37 

3 

3 

0 

0 

0 

20 

245 

100 

21 

21 

38 

17 

4 

0 

0 

0 

21 

132 

100 

36 

21 

14 

21 

7 

0 

0 

0 

22 

224 

100 

8 

64 

16 

4 

8 

0 

0 

0 

23 

166 

100 

8 

25 

17 

33 

17 

0 

0 

0 

24 

327 

100 

33 

33 

18 

8 

8 

0 

0 

0 

25 

496 

100 

27 

37 

10 

10 

14 

0 

2 

0 

26 

137 

100 

24 

62 

14 

0 

0 

0 

0 

0 

27 

118 

100 

23 

46 

0 

15 

8 

0 

0 

0 

28 

258 

100 

33 

38 

13 

8 

0 

0 

4 

4 

29 

86 

100 

44 

11 

11 

11 

22 

0 

0 

0 

30 

177 

100 

35 

46 

12 

4 

4 

0 

0 

0 

31 

103 

100 

27 

18 

45 

0 

9 

0 

0 

0 

32 

255 

100 

0 

32 

21 

26 

21 

0 

0 

0 

SOURCE:    ESRD  FACILITY  SURVEY  CHSA-600-5)   FOR   THE  REPORTING  PERIOD  JANUARY    1,    1976  THROUGH  DECEMBER   31,    1976,  AND 
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TABLE   5.         NUMBER  OF  DIALYSIS   FACILITIES   BY  HOURS  AND  DAYS    IN  OPERATION 
AND  BY  CURRENT  AND  POTENTIAL   TREATMENT  LEVEL 
DURING  THE.  WEEK  ENDING 
JANUARY  2,  1977 


ESRD 
NETWORK 


TOTAL 

01 

02 
03 
04 

05 
0  6 
07 
08 

0  9 
10 

1  1 
12 

13 
14 
15 
16 

17 

1  8 
1  9 

20 

21 

22 
23 
24 

25 
2b 
27 
28 

29 
3  0 
31 
32 


NUMBER  OF 

FACILITIES 

REPORTING 


SOURCE : 


793 

6 
21 
33 
71 

13 
16 
23 
13 

23 
22 
46 
19 

20 
29 
47 

9 

17 

30 
40 
24 

14 
26 
12 
41 

51 
21 
14 

25 

9 
26 
11 
21 


HOURS   IN  OPERATION 


40 
AND 

FEWER  41-56 
HOURS  HOURS 


MORE 
THAN 

57-72       73-88       89-120  120 
HOURS       HOURS       HOURS  HOURS 


6  3 

175 

184 

161 

177 

33 

0 

3 
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0 

3 
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U 

2 

3 

6 

3 

4 

3 

2 

4 

8 

5 

12 

2 

3 

8 

22 

14 

21 

3 

2 

2 

3 

4 

£ 

0 

0 

4 

3 

8 

i 

0 

4 

3 

6 

2 

6 

2 

0 

4 

5 

3 

1 

0 

1 

9 

5 

A 

H 

0 

9 

8 

2 

1 

2 

0 

5 

11 

8 

12 

7 

3 

4 

3 

8 

2 

1 

1 

1 

9 

7 

3 

0 

0 

0 

6 

6 

8 

7 

2 

3 

8 

9 

10 

16 

1 

0 

2 

2 

2 

3 

0 

1 

5 

3 

4 

3 

1 

7 

7 

9 

3 

4 

0 

5 

6 

17 

7 

3 

2 

2 

12 

3 

5 

2 

0 

1 

4 

2 

3 

3 

1 

0 

4 

7 

8 

6 

1 

0 

4 

4 

0 

4 

0 

4 

11 

7 

9 

9 

1 

4 

8 

7 

8 

20 

4 

2 

5 

5 

7 

2 

0 

0 

0 

2 

3 

8 

1 

1 

3 

4 

7 

6 

4 

0 

5 

1 

2 

I 

0 

0 

7 

9 

6 

4 

0 

0 

6 

2 

1 

2 
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0 

1 

2 

7 

10 

1 

ESRD  FACILITY   SURVEY   (HSA-600- 5)   FOR   THE  REPORTING  PERIOD  JANUARY  1, 

1  1 


DAYS   IN  OPERATION 


FEWER 
THAN 

6  6 
DAYS  DAYS 


7 

DAYS 


1976  THROUGH  DECEMBER   31,  1976 


NUMBER  OF  DIALYSIS 
TREATMENTS 


CURRENT 
LEVEL 


FACILITIES 
ESTIMATE  OF 

MAXIMUM 
CAPABILITY 


252 

447 

94 

64, 479 

98, 836 

i 
i 

e 

j 

0 

597 

802 

9 

5 

7 

900 

1  ,970 

1  1 

17 

5 

3,  066 

4,214 

16 

49 

6 

6,  194 

9  ,361 

■a 

3 

8 

2 

746 

1,140 

4 

10 

2 

1 1  079 

1 ,745 

8 

8 

7 

1 1  039 

5 

7 

1 

570 

1,155 

6 

1  5 

2 

1,  599 

2,511 

15 

7 

0 

89 1 

15 

28 

3 

4,061 

8 

9 

2 

1  -  1AO 
1  t  3*7 

2  ,084 

9 

8 

3 

896 

1,852 

11 

16 

2 

2,373 

4,021 

12 

28 

7 

3,  717 

5,634 

I 

8 

0 

973 

1,572 

4 

10 

3 

I,  134 

1  ,786 

14 

15 

1 

2,  329 

3,258 

10 

23 

7 

3,264 

4,481 

12 

10 

2 

1,  888 

3,077 

7 

4 

3 

1,  109 

1,291 

8 

11 

7 

2,  503 

3,710 

2 

9 

1 

1,  545 

2,098 

12 

27 

2 

3,530 

5,845 

18 

29 

4 

6,  005 

8,394 

7 

13 

1 

ti  207 

1,815 

0 

12 

2 

1,246 

1,501 

2 

17 

6 

2,  831 

4,365 

5 

3 

1 

634 

1,313 

11 

13 

2 

1,637 

2,341 

5 

6 

0 

635 

1,231 

1 

17 

3 

2,932 

4,383 
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TABLE   6.  NUMBER  AND   PERCENT  OF  ESRD  FACILITIES 

PROVIDING  DIALYSIS   SERVICES   BY  OWNERSHIP 

DECEMBER   31,  1976 


ESRD 
NETWORK 


NUMBER  OF   FACILITIES  REPORTING 


TOTAL 


FOR 
PROF  IT 


NOT  FOR 
PROF  I T 


GOVT 
NON-F  ED 


GOVT 
FEDERAL 


PERCENT  OF  REPORTING   FACILITIES  1 


TOTAL 


FOR 
PROFIT 


NOT  FOR 
PROFIT 


GOVT 
NON-FED 


GOVT 
FEDERAL 


TOTAL 

796 

171 

458 

01 

6 

0 

5 

l 

02 

21 

2 

1  7 

03 

33 

7 

1  3 

i  7 

04 

71 

3  7 

22 

05 

13 

4 

5 

2 

06 

16 

I 

i 
J 

07 

23 

I 

1  A 

4 

08 

14 

o 

1  1 
1  1 

2 

09 

23 

2 

15 

4 

10 

23 

1 1 

o 

11 

47 

I  8 

V 

12 

19 

Q 

O 

** 

13 

20 

1 

15 

3 

14 

29 

2 

y  i 

c.  1 

c 

15 

47 

1  u 

J  2 

1 

16 

Q 

u 

6 

2 

17 

17 

1 

11 

4 

18 

30 

1 

16 

12 

19 

40 

15 

15 

10 

20 

24 

8 

7 

9 

21 

14 

4 

6 

4 

22 

26 

2 

20 

3 

23 

12 

6 

6 

0 

24 

41 

14 

26 

1 

25 

51 

2 

41 

7 

26 

21 

0 

16 

5 

27 

14 

2 

12 

0 

28 

25 

3 

20 

2 

29 

9 

2 

1 

5 

30 

26 

7 

12 

5 

31 

11 

2 

4 

5 

32 

21 

3 

16 

2 

SOURCE: 
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21 

0 
0 
I 

0 

2 
2 
0 

I 

2 
2 
0 
1 

1 
1 
0 
1 

1 
1 

0 
0 

0 

1 

0 
0 

1 

0 
0 
0 

I 

2 
0 
0 


100 

100 
100 
100 
100 

100 
100 
100 
100 

100 
100 
100 
100 

100 
100 
100 
100 

100 
100 
100 
100 

100 
100 
100 
100  " 

100 
100 
100 
100 

100 
100 
100 
100 


21 

0 
10 

21 

52 

31 
6 
4 
0 

9 
17 

38 
32 

5 
7 
30 
0 

6 
3 
38 
33 

29 
8 
50 
34 

4 

0 
14 
12 

22 
27 
18 
14 


58 

83 
81 
39 
31 

38 
63 
78 
79 

65 
4  8 
43 
42 

75 
72 
68 
67 

65 
53 
38 
29 

43 
77 

50 
63 

80 
76 
86 
80 

11 

46 
36 
76 


ESRD  FACILITY  SURVEY  (HSA-600-5)   FOR  THE  REPORTING  PERIOD  JANUARY   1,    1976  THROUGH  DECEMBER   31,  1976  

TO  ROUNDING   TO   THE  NEAREST  WHOLE   PERCENT   THE   SUM  OF   THE    INDIVIDUAL   ENTRIES  FOR  A  ROW  MAY  NOT  EQUAL  100 


1  8 

17 
10 
36 
17 

15 
19 
17 
14 

17 

26 
19 
2  1 

15 
17 

2 
22 

24 
40 
25 
38 

29 
12 

0 

2 

14 

24 
0 
8 

56 
19 
45 
10 


0 
0 
3 
0 

15 

1  3 
0 
7 

') 
9 
0 
5 

5 
3 
0 
11 

6 

3 
0 
0 

0 
4 
0 
0 

2 
0 
0 
0 

1 1 

8 
0 
0 


PERCENT 
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TABLE  7 


NUMBER  AND  PERCENT   OF   FOR-PROFIT  ESRD 
FACILITIES   PROVIDING  DIALYSIS  SERVICES 
BY   TYPE  OF  OWNERSHIP 
DECEMBER   31,  1976 


ESRD 
NETWORK 


NUMBER  OF  FACILITIES  REPORTING 


TOTAL 


01 

02 
03 
OA 

05 
06 
07 
08 

09 
10 
11 
12 

13 
14 
15 
16 

17 

18 
19 

20 

21 

22 
23 
24 

25 
2  6 
27 
28 

29 
30 
31 
32 

SOURCE : 


TOTAL 


INDIVI- 
DUAL 


PARTNER 
SHIP 


CORPORA- 
TION 
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2 
7 
37 

4 
1 
1 


2 
4 
18 

6 

I 

2 

14 


1 
1 

15 

8 

4 
2 
6 
14 


2 
3 

2 
7 
2 
3 


147 


10 
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o 

c 

0 

0 

0 

7 

0 

0 

3 

34 

0 

0 

0 

4 

0 

0 

o 

1 
1 

0 

0 

0 

1 

0 

— 
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_ 

0 

0 

2 

0 

0 
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*T 
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1 

0 

8 

9 

0 

0 

6 

0 

0 

0 

I 
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0 

0 

2 

0 

0 

1 

12 

1 

0 

0 

1 

0 

0 

0 

1 

0 

1 

2 

12 

0 

0 

0 

8 

0 

0 

0 

4 

0 

0 

0 

2 

0 

1 

0 

5 

0 

0 

0 

14 

0 

2 

0 

0 

0 

0 

0 

2 

0 

0 

0 

3 
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0 

2 

0 

2 

0 

5 
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0 

1 

1 

0 

0 

0 

3 

0 

PERCENT  OF   REPORTING  FACILITIES1 


100 


100 
100 
100 

100 
100 
100 


100 
100 
100 
100 

100 
100 
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0 
0 

0 
0 
0 


0 
0 
6 
0 

0 
0 


100 

0 

100 

0 

100 

0 

100 

7 

100 

0 

100 

0 

100 

0 

100 

17 

100 

0 

100 

100 

100 

0 

100 

0 

100 

0 

100 

29 

100 

0 

100 

0 

0 
0 
8 

0 
0 
0 


0 
0 
0 
0 

0 
0 
7 


86 


100 
100 
92 

1  00 
100 
100 


100 
100 
44 
100 

100 
100 
86 


0 

100 

0 

100 

13 

80 

0 

100 

0 

100 

0 

100 

0 

83 

0 

100 

0 

0 

0 

100 

0 

100 

0 

100 

0 

71 

50 

50 

0 

100 

OTHER 


0 
0 
0 

0 
0 
0 


0 
0 
50 
0 

0 
0 
7 


0 
0 
0 
0 

0 
0 
0 

0 


0 
0 

0 
0 
0 
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TABLE   8.  NUMBER  AND  PERCENT  OF  NOT-FOR-PROFIT 

NON- GOVERNMENT  ESRD   FACILITIES  PROVIDING 
DIALYSIS   SERVICES   BY   TYPE  OF  OWNERSHIP 
DECEMBER   31,  1976 


ESRD 
NETWORK 

NUMBER  OF  FACILITIES 

REPORTING 

PERCENT 

OF  REPORTING 

FACILITIES  1 

TOTAL 

INDIV I- 
OU  AL 

PARTNER- 
SH  IP 

LDRPORA- 

Ttnu 
i  1  UN 

in  t  a  i 

ni  i  a  i 

PARTWF  R  — 
SH  I  P 

CORP  OR A— 
TI0N 

OTHER 

TOTAL 
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1 

1 
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52 
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0 

0 
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1 1 
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0 
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0 
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0 

0 

17 

0 
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n 

o 
u 

100 

0 

03 

13 

0 

0 
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0 

0 
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o 
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22 

0 

0 

19 

3 
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0 

86 
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05 
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o 

o 

4 

1 
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80 

20 

06 
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0 

8 

Z 
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n 
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80 

20 

07 

18 

0 

0 

15 

3 
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0 

0 

83 
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11 

0 

0 

9 

2 
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0 

0 

82 

1 8 
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15 

0 

0 

1  2 

3 
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n 

n 
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BO 

20 

10 

11 

0 

0 

8 

i 
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n 

73 

27 

1 1 

20 

0 

0 

18 

2 

100 

0 

0 

90 
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12 

8 

0 

0 

8 

0 
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0 

0 
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0 
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1  5 
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o 

o 
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1 

1 00 

u 
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u 
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7 

14 
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0 
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1 
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u 
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5 

15 

32 
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0 
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2 
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0 

94 

6 

16 

6 

0 

0 

6 

0 
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0 

0 
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0 

17 
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o 
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9 

2 
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10  0 
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U 

82 

18 

18 

16 

0 

0 

1  4 

2 
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1  U  U 

88 

13 

19 

15 

0 

0 

14 

1 

100 

0 

0 

93 

7 

20 

7 

0 

0 

5 

2 

100 

0 

0 

7  1 

29 

21 

6 

0 

0 

5 

1 

100 

0 

U 

83 

17 

22 

20 

0 

0 

20 

0 

100 

0 

0 

100 

0 

23 

6 

0 

0 

5 

1 

100 

0 

0 

83 

17 

24 

26 

0 

0 

24 

2 

100 

0 

0 

92 

8 

25 

41 

1 

0 

31 

9 

100 

2 

0 

76 

22 

26 

16 

0 

0 

13 

3 

100 

0 

0 

81 

19 

27 

12 

0 

0 

10 

2 

100 

0 

0 

83 

17 

28 

20 

0 

0 

19 

1 

100 

0 

0 

95 

5 

29 

1 

0 

0 

1 

0 

100 

0 

0 

100 

0 

30 

12 

0 

0 

12 

0 

100 

0 

0 

100 

0 

31 
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0 

0 
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0 
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0 

0 
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0 

32 

16 

0 

1 
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100 

0 
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81 

13 

SOURCE:    ESRD  FACILITY   SURVEY   CHSA-600-5)   FOR   THE   REPORTING   PERIOD  JANUARY    1,    1976   THROUGH  DECEMBER    31,  1976 
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TABLE    9.  NUMBER   AND   PERCENT   OF    GOVERNMENT  OPERATED 

ESRD  FACILITIES   PROVIDING   DIALYSIS  SERVICES 
BY    TYPE    OF   GOVERNMENT  AFFILIATION 
DECEMBER  31,  1976 


ESPD 
NETWORK 


NUMBER  OF   FACILITIES  REPORTING 


TOTAL 


HOSPITAL 

FED-  CITY-     CIST.  OR 

EPAL   STATE  COUNTY  CITY  COUNTY  AUTHORITY  OTHER 


PERCENT  OF  REPORTING  FACILITIES  1 


TOTAL 


HOSPI TAL 

FE°-  CITY-     DIST.  OR 

ERAL  STATE  COUNTY  CITY  COUNTY  AUTHORITY  OTHER 


TOTAL 
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'DUE   TO  ROUNDING   TO  THE  NEAREST  WHOLE   PERCENT   THE   SUM  OF   THE    INDIVIDUAL   ENTRIES  FOR  A  ROW  MAY  NOT   EQUAL    100  PERCENT 


END-STAGE  RENAL  DISEASE  MEDICAL  INFORMATION  SYSTEM      FACILITY  REPORT  NUMBER  2 


TABLE  13. 


CENSUS   OF   ALL   DIALYSIS  PATIENTS 
BY    TREATMENT  SETTING 
ON 

DECEMBER   31,  1976 


ESRD 
NETWORK 


TOTAL 

01 

02 
03 
04 

05 
06 
07 

OR 

09 
10 
1  1 
12 

13 
14 
15 
16 

17 
18 
19 

20 

21 

22 
23 
24 

25 
26 
27 
28 

29 
30 
31 

32 


NUMBER  OF 
DIALYSIS 
FACILITIES 
REPORT ING 


789 

26, 767 

6 

239 

20 

645 

3  1 

1 , 142 

7  1 

2, 162 

13 

406 

16 

410 

22 

391 

13 

233 

23 

76  7 

23 

385 

45 

1 ,  559 

19 

514 

20 

390 

29 

1,037 

47 

Q 

tin 
o3  0 

17 

431 

30 

1  ,128 

40 

1,213 

24 

851 

14 

558 

26 

1,  155 

12 

559 

40 

1,569 

51 

2,248 

22 

612 

14 

447 

25 

1  ,  108 

9 

295 

26 

663 

11 

359 

21 

1,229 

NUMBER  OF  PATIENTS  REPORTED 


TOTAL 


FULL 
CARE 


21  ,381 

72 
275 
807 
1,911 

256 
359 
341 
188 

413 
301 
1,  368 
462 

326 
824 
1,221 
283 

356 
808 
1,  141 
658 

427 
953 
53  5 
1,  350 

2,062 
459 
415 
971 

199 
536 
165 
939 


PARTIAL  SELF 
CARE  CARE 


SELF-CARE  HOME 
TRAINING  PATIENTS 


1,348 

93 

8 

113 
153 

16 
7 

0 
34 

167 
12 
6 
0 

5 
43 
121 
6 

43 
25 
9 
23 

6 
71 
11 

24 

24 
6 
5 
5 

61 
35 
124 
92 


218 

20 
8 
79 
15 

1 
4 

0 
0 

10 

0 
0 
2 

13 

7 

0 
3 

4 
4 

0 
0 

0 
4 
0 
I 

33 
1 
1 

3 

2 
2 
0 
1 


4 
13 
20 
11 


29 
77 
50 
186 


PERCENT  OF  REPORTED  PATIENTS  1 


FULL     PARTIAL   SELF   SELF-CARE  HOME 
TOTAL     CARE        CAPE       CARE    TRAINING  PATIENTS 


13 

20 
51 
I  1 

3 

32 
9 
12 
3 

22 
17 
1  1 

9 

1  1 

15 
6 
4  9 

4 
24 
5 
19 

21 
9 
2 
11 

5 
20 
5 
11 

1  10 
0  2  12 

0  6  14 

0  1  15 


334 

3,  486 

100 

80 

5 

I 

1 

7 

47 

100 

30 

39 

8 

3 

22 

332 

100 

43 

1 

1 

3 

13 

130 

100 

71 

10 

7 

1 

13 

70 

100 

8  8 

7 

1 
1 

1 

3 

130 

100 

63 

4 

0 

1 

5 

35 

100 

88 

2 

I 

1 

5 

45 

100 

67 

0 

0 

I 

4 

7 

100 

8  1 

1  <! 
1  D 

0 

2 

1 1 

166 

100 

54 

22 

1 

1 

7 

65 

100 

78 

3 

0 

2 

6 

179 

100 

88 

0 

0 

0 

5 

45 

100 

90 

0 

o 

1 

3 

43 

100 

84 

1 

3 

1 

6 

157 

100 

79 

4 

I 

1 

7 

83 

100 

85 

8 

0 

0 

31 

307 

100 

45 

1 

0 

5 

9 

19 

100 

63 

10 

1 

2 

17 

274 

100 

72 

2 

0 

2 

3 

60 

100 

94 

I 

0 

0 

8 

162 

100 

77 

3 

0 

1 

8 

117 

100 

77 

1 

0 

1 

27 

100 

100 

83 

6 

0 

2 

3 

10 

100 

96 

2 

0 

1 

15 

179 

100 

86 

2 

0 

1 

18 

111 

100 

92 

I 

1 

1 

22 

124 

100 

75 

1 

0 

4 

2 

24 

100 

93 

1 

0 

0 

6 

123 

100 

88 

0 

0 

1 

100 
100 
100 
100 


67 
81 
46 
76 


21 
5 

35 
7 


DUE   TO  ROUNDING   TO  THE  NEAREST  WHOLE   PERCENT  THE   SUM  OF   THE  INDIVIDUAL 

19 


1,    1976   THROUGH  DECEMBER    31,  1976 
ENTRIES  FOR  A  ROW  MAY  NOT  EQUAL    100  PERCENT 


20 

END- STAGE  RENAL  DISEASE  MEDICAL  INFORMATION  SYSTEM  -  FACILITY  REPORT  NUMBER  2 


TABLE    Ik  . 


CENSUS   OF   HEMODIALYSIS  PATIENTS 
BY   TREATMENT  SETTING 
ON 

DECEMBER   31,  1976 


ESRD 
NETWORK 

NUMBER  OF 
D  I  ALYSl S 
FACILITIES 
REPORTING 

NUMBER 

OF  PATIENTS  REPORTED 

PERCENT   OF  REPORTED 

DATT  CTMTC 

r  A  T 1 LN  1  b 

1 

TOTAL 

FULL 
CARE 

PARTIAL 
CARE 

SELF 
CARE 

SELF-CARE 
TRA INING 

HOME 

PATIENTS 

TOTAL 

FULL 
CARE 

PART  I AL 
CARE 

SELF 
CARE 

SELF-CARE 
TRAINING 

HOME 
PATIENTS 

TOTAL 

783 

26. 182 

21, 017 

1,331 

216 

306 

3,  312 

100 

80 

5 

1 

1 

13 

01 

6 

235 

68 

93 

20 

7 

47 

100 

29 

40 

9 

3 

20 

02 

19 

574 

249 

7 

6 

21 

291 

100 

43 

I 

1 

4 

51 

03 

3 1 

1,  121 

793 

112 

79 

1 1 

126 

100 

71 

1  0 

7 

1 

11 

04 

71 

2  ,159 

1,908 

153 

15 

13 

70 

100 

88 

7 

1 

1 

3 

05 

13 

391 

253 

16 

1 

2 

119 

100 

65 

4 

0 

1 

30 

06 

16 

410 

359 

7 

4 

5 

35 

100 

88 

2 

1 

1 

9 

07 

22 

385 

340 

0 

0 

t. 

41 

100 

88 

0 

o 

1 

11 

08 

13 

232 

187 

34 

0 

4 

7 

100 

81 

15 

0 

2 

3 

09 

23 

748 

405 

167 

10 

11 

155 

100 

54 

22 

1 

1 

21 

10 

22 

332 

257 

10 

0 

7 

58 

100 

77 

3 

0 

2 

17 

11 

43 

1,  539 

1,349 

o 

5 

179 

100 

88 

0 

0 

0 

12 

12 

19 

510 

458 

0 

2 

5 

45 

100 

90 

0 

0 

1 

9 

13 

20 

381 

319 

5 

13 

3 

41 

100 

84 

1 

3 

1 

11 

14 

29 

986 

783 

43 

7 

6 

147 

100 

79 

4 

1 

1 

15 

15 

47 

1,398 

1 ,203 

111 

A. 
't 

78 

100 

D  O 

a 

D 

0 

6 

16 

9 

630 

283 

6 

3 

31 

307 

100 

45 

1 

0 

5 

49 

17 

17 

419 

345 

43 

4 

9 

18 

100 

82 

10 

I 

2 

4 

18 

29 

1,121 

807 

25 

4 

13 

272 

100 

72 

2 

0 

1 

24 

19 

40 

1,207 

1,  138 

9 

0 

3 

57 

100 

94 

1 

o 

0 

5 

20 

24 

836 

644 

23 

0 

8 

161 

100 

77 

3 

0 

1 

19 

21 

14 

527 

422 

6 

0 

4 

95 

100 

80 

1 

0 

1 

18 

22 

26 

1,072 

887 

70 

4 

24 

87 

100 

83 

7 

0 

2 

8 

23 

12 

557 

533 

11 

0 

3 

10 

100 

96 

2 

0 

1 

2 

24 

40 

1,565 

1,346 

24 

1 

15 

179 

100 

86 

2 

0 

1 

11 

25 

51 

2,226 

2,043 

24 

33 

17 

109 

100 

92 

1 

1 

1 

5 

26 

21 

603 

455 

5 

1 

22 

120 

100 

75 

1 

0 

4 

20 

27 

14 

437 

407 

3 

1 

2 

24 

100 

93 

1 

0 

0 

5 

28 

25 

1,  104 

967 

5 

3 

6 

123 

100 

88 

0 

0 

I 

11 

29 

9 

279 

183 

61 

2 

4 

29 

100 

66 

22 

1 

1 

10 

30 

26 

653 

530 

34 

2 

13 

74 

100 

81 

5 

0 

2 

11 

31 

/  U 

332 

160 

124 

0 

13 

35 

100 

48 

37 

0 

4 

11 

32 

21 

1,213 

936 

92 

1 

11 

173 

100 

77 

8 

0 

1 

14 

SOURCE:    ESRD   FACILITY   SURVEY  CHSA-6 0 0 - 5 )   FOR   THE   REPORTING  PERIOD  JANUARY    1,    1976   THROUGH  DECEMBER    31,  1976 


DUE    TO   ROUNDING   TO   THE   NEAREST   WHOLE    PERCENT    THE    SUM  OF    THE    INDIVIDUAL   ENTRIES  FOR   A   ROW  MAY   NOT   EQUAL    100  PERCENT 


m  m  m .  m  m  m  mm  mm 


JBh    fiS  wBL    JE3    m   -JBB— — ^B*^-» 


END-STAGE  RENAL  DISEASE  MEDICAL  INFORMATION  SYSTEM      FAC  ILITY  REPORT  NUMBER  2 


TABLE    15.  CENSUS   OF   PERITONEAL  DIALYSIS 

PATIENTS    BY    TREATMENT  SETTING 
ON 

DECEMBER   31,  1976 
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TABLE    16.    NUMBER  AND  PERCENT  OF   TRAINED   SELF-CARE  PATIENTS 
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ESRO 
NETWORK 


TABLE  17- 


NUMBER   AND  PERCENT   OF   HOSPITAL   BASED  AND 
NON-HOSPITAL    BASED  DIALYSIS  FACILITIES 
(FAC),    PATIENTS    (PAT),    AND   STATIONS  (STA) 
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TABLE  18. 


UTILIZATION  OF  DIALYSIS  STATIONS 
BY   ESRD  FACILITIES 
DURING   THE  WEEK  ENDING 
JANUARY  2,  1977 
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10 

3 

2 

4 

3 

0 

9 

5 

4 

3 

4 

1 

5 

5 

7 

12 

11 

7 

5 

6 

3 

4 

3 

2 

8 

10 

1 

1 

2 

1 

8 

2 

2 

3 

3 

0 

7 

8 

2 

88 

0 
4 

5 
6 

1 
1 

0 
1 

8 
1 

2 
3 

0 
5 
6 
0 

1 
1 
7 
1 

2 
3 
1 
7 

8 
1 

2 
3 

0 
7 
0 
1 


END-STAGE  RENAL  DISEASE  MLDIC  AL  INI  OKMAI  ION  SYS  1 1  M      I  ACILITY  Kl  I'OKI  NUMIll  K  : 


TABLE    19.  AVERAGE    STAFFING   PATTERN  IN 

ESRD  FACILITIES  PROVIDING 
DIALYSIS  SERVICES 
DECEMBER   31,  1976 


AVERAGE 

STAFFING   (FULL-TIME  EQUIVALENT) 

PER  FACILITY 

NUMBER 

PERCENT1 

NUMRFR  OF 

TOTAL 

RF  Pfl  RT  I  NG 

STAFF 

ESRO 

OIALYSI S 

TOTAL 

PER 

OTHER 

OX. 

SOC. 

DIETI- 

TOTAL 

OTHER 

OX. 

JUL  . 

U  II  (  1 

NETWORK 

FACILITIES 

STAFF 

FACILITY 

MO 

RN 

NURS. 

TECH. 

WKR. 

CIANS 

OTHER 

STAFF 

MD 

RN 

NURS. 

TECH. 

WKR. 

C  IANS 

OTHER 

TOTAL 

793  13 

t  077.4 

16.  5 

2.4 

6.  3 

1.8 

3.6 

.7 

.6 

1.0 

100.0 

14.5 

38.2 

10.9 

21.8 

4.2 

3.6 

6.  1 

01 

6 

95.5 

15.9 

1.3 

6.9 

4.0 

.8 

.7 

.4 

1.  8 

100. 0 

8.2 

43.4 

25.2 

5.0 

4.4 

2.5 

11.3 

02 

20 

264.  0 

13.  2 

1.4 

6.6 

.8 

2  .8 

.7 

.  5 

.5 

100.0 

10.6 

50.0 

6.1 

21.  2 

5.  3 

3.  8 

3.8 

03 

33 

574.  5 

17.4 

2.3 

7.  7 

1.2 

4.6 

.  7 

.4 

.5 

100.0 

13.2 

44.3 

6.9 

26.4 

4.0 

2.3 

2.9 

04 

71  I 

, 144.6 

16.1 

2.6 

6  .6 

1.5 

3.3 

.  7 

.6 

.9 

100.0 

16.  1 

41.0 

9.3 

20.  5 

4.3 

3.7 

5.6 

05 

13 

179.0 

13.8 

2.2 

5.7 

.5 

3.3 

.6 

.5 

1.0 

100.0 

15.9 

41.3 

3.6 

23.9 

4.3 

3.6 

7.2 

06 

16 

222.1 

13.9 

2.6 

4.8 

1.5 

1.9 

.9 

.  7 

1.6 

100.  0 

18.7 

34.5 

10.8 

13.7 

6.5 

5.0 

11.5 

07 

23 

278.  8 

12. 1 

1.9 

5.3 

2.3 

1  .7 

.  3 

.5 

.  1 

100.0 

15.7 

43.8 

19.0 

14.  0 

2.  5 

4.  1 

.  8 

08 

14 

132.  8 

9.5 

.  9 

5.3 

1.0 

1.4 

.  3 

.  4 

.3 

100.0 

9.5 

55.8 

10.5 

14.7 

3.2 

4.2 

3.2 

09 

23 

385.1 

16.7 

2.9 

6.8 

2.0 

2.0 

.9 

.8 

1.3 

100.0 

17.4 

40.7 

12.0 

12.0 

5.4 

4.8 

7.8 

10 

23 

286.  2 

12.4 

1.5 

4.  1 

3.  2 

1.8 

.5 

.5 

.7 

100.0 

12.  1 

33.1 

25.8 

14.  5 

4.0 

4.0 

5.6 

1 1 

46 

751.3 

16.3 

2.1 

4.4 

3.2 

4.6 

.6 

.6 

.9 

100.  0 

12.9 

27.0 

19.6 

28.2 

3.7 

3.7 

5.5 

12 

19 

281.9 

14.  8 

2.0 

3.8 

3  .4 

3  .4 

-7 

.7 

.8 

100.0 

13.5 

25.7 

23.0 

23.  0 

4.  7 

4.  7 

5.4 

13 

20 

228.5 

11.4 

1.8 

5.4 

.9 

1.9 

.6 

.6 

.2 

100.0 

15.8 

47.4 

7.9 

16.7 

5.3 

5.3 

1.8 

14 

29 

524.  5 

18.1 

2.6 

6.7 

2.4 

4.2 

.9 

.  7 

.7 

100.0 

14.  4 

37.0 

13.3 

23.  2 

5.0 

3.9 

3.9 

15 

47 

700.  5 

14.9 

2.4 

4.  3 

1.5 

4.5 

.8 

.7 

.7 

100.0 

16.1 

28.9 

10.  1 

30.  2 

5.4 

4.7 

4.7 

1  6 

9 

212.2 

23.6 

2.8 

8.8 

2.2 

5.5 

.7 

.5 

3.1 

100.0 

11.9 

37.3 

9.3 

23.3 

3.0 

2.1 

13.1 

17 

17 

261.3 

15.4 

2.3 

6.2 

.7 

3.7 

.8 

.6 

1.1 

100.0 

14.9 

40.3 

4.5 

24.  0 

5.  2 

3.9 

7.1 

1 8 

29 

460  •  5 

15.9 

2.5 

7.7 

1.2 

2.7 

.5 

.6 

.7 

100.0 

15.7 

48  .4 

7.5 

17.0 

3.1 

3.8 

4.4 

1  9 

40 

623. 2 

15.6 

2  .4 

5.9 

1.5 

3.4 

.8 

.7 

.  8 

100.0 

15.4 

37.8 

9.6 

21.  8 

5.1 

4.5 

5.1 

7L 

JOOi  O 

15.3 

2.1 

5.6 

1.5 

3.3 

.7 

.6 

1.5 

100.0 

13.7 

36.6 

9.8 

21.6 

4.  6 

3.9 

9.8 

21 

14 

205.3 

14.7 

3.0 

4.0 

1.6 

3.9 

.  7 

.8 

.  8 

100.0 

20.4 

27.2 

10.9 

26.5 

4.8 

5.4 

5.4 

7  7 

26 

493.  1 

19.0 

2.4 

6.9 

1.9 

4.5 

.8 

.7 

1.8 

100.0 

12.6 

36.3 

10.0 

23.  7 

4.2 

3.7 

9.5 

23 

1 7 

?55.f> 

21.3 

3.6 

6.3 

2.  1 

7.6 

1.0 

.5 

.2 

100.0 

16.9 

29.6 

9.9 

35.7 

4.7 

2.3 

.9 

7 U 

41 

^  X 

17.9 

3.0 

6.9 

1.7 

3.8 

.7 

.5 

1.3 

100.  0 

16.8 

38.5 

9.5 

21.2 

3.9 

2.8 

7.3 

1  c 

25 

51  1 

i 1 64. 3 

22.8 

3.3 

8.6 

1.2 

6.2 

-9 

.7 

1.9 

100.0 

14.5 

37.7 

5.3 

27.2 

3.  9 

3.  1 

8.3 

26 

21 

263.9 

12.6 

2.2 

5.9 

1.5 

1.8 

.  5 

.6 

.2 

100.0 

17.5 

46.8 

11.9 

14.3 

4.0 

4.8 

1.6 

27 

14 

230.5 

16.5 

2.4 

9.9 

1.0 

1.6 

.7 

.6 

.4 

100.0 

14.5 

6  0.0 

6.1 

9.  7 

4.2 

3  .6 

2.4 

28 

25 

570.9 

22.8 

3.4 

9.3 

2.9 

3.5 

.8 

.6 

2.3 

100.0 

14.9 

40.8 

12.7 

15.4 

3.5 

2.6 

10.  1 

29 

9 

140.7 

15.6 

2.6 

5.8 

.6 

2.8 

.8 

.8 

2.4 

100.0 

16.7 

37.2 

3.8 

17.9 

5.1 

5.1 

15.4 

30 

26 

361.  4 

13.9 

1.7 

4.8 

2.5 

2.7 

-7 

-  7 

.6 

100.0 

12.2 

34.5 

18.0 

19.4 

5.0 

5.  0 

5.8 

31 

11 

149.6 

13.6 

2.3 

3.8 

1.8 

3.9 

.5 

.3 

1.0 

100.0 

16.9 

27.9 

13.2 

28.7 

3.7 

2.2 

7.4 

32 

21 

534.5 

25.5 

3.7 

10.7 

1.8 

5.5 

1.0 

.  7 

2.0 

100.0 

14.5 

42.0 

7.1 

21.6 

3.9 

2.7 

7.8 

SOURCE:    ESRD  FACILITY  SURVEY  (HSA-600-5)  FOR  THE  REPORTING  PERIOD  JANUARY   1,    1976  THROUGH  DECEMBER   31,  1976 
*DUE   TO  ROUNDING  THE   SUM  OF  THE    INDIVIDUAL   ENTRIES  FOR  A  ROW  MAY  NOT  EQUAL    100  PERCENT 
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TABLE    20.       PATIENT-STAFF   CFULL-TIME   EQUIVALENT)  RATIO, 
>N  ESRD  FACIL.T.ES   PROVIDING  DIALYSIS  SERVICES 

DECEMBER   31,  1976 


ESRD 
NETWORK 


TOTAL 


NUMBER  OF 
REPORTING 
OIALYSIS  TOTAL 
FACILITIES  STAFF 


786 

13,021.6 

6 

95.5 

20 

264.  0 

31 

559.  5 

71 

1, 144.6 

13 

179.0 

16 

222.1 

22 

268.6 

13 

127.8 

23 

385.  I 

22 

277.2 

45 

745.2 

19 

281.9 

20 

228.5 

29 

524.5 

47 

700.5 

9 

212.2 

17 

261.3 

460.5 
623.2 
366.  6 

205.3 
493.1 
255.6 
724.0 

It  164.3 
263.9 
230.5 
570.9 

140.7 
361.4 
149.6 
534.5 


TOTAL 

STAFF  MO 


2.1  13.9 


OTHER  DX.  SOC. 
RN     NURS.    TECH.  WKR. 


DIETI- 
CIANS OTHER 


5.4     19.2       9.4     48.3  55.4 


32.7 


5.8  10.0 

4.9  41.6 
4.6  28.1 
4.6  20.0 

5.5  57.2 

5.3  17.3 

3.4  7.4 
3.2  18.9 

4.9  16.9 

4.2  5.4 

7.9  10.9 

7.1  7.9 


1.7 

11.0 

3.6 

2.0 

14.0 

5.3 

2.0 

12.9 

7.1 

3.0 

25.3 

8.0 

1.6 

10.9 

4.1 

2.4 

15.6 

5.0 

1-9 

12.8 

5.1 

2.3 

16.9 

6.3 

2.7 

13.3 

10. 1 

2.3 

18.5 

6.4 

2.2 

12.9 

7.4 

2.2 

13.6 

5.6 

1.9 

13.2 

5.1 

2.3 

13.3 

4.9 

1.9 

13.5 

3.2 

1.9 

12.9 

4.8 

2.1 

12.6 

5.7 

1.8 

14.6 

5.3 

2.4 

14.1 

8.5 

2.3 

15.9 

5.5 

*7.8  59.8  91.9 

11.7  47.1  60.3 

7.6  53.1  93.6 

9-3  42.5  51.7 

9.5  56.4  58.8 

13.5  29.1  38.0 
10.1     65.2  32.0 

11.6  66.6  54.2 

16.8  35.3  40.2 

9.6  34.4  35.0 
7.3  61.4  55.9 
7.9  40.2  38.4 

10.0     31.7  31.7 

6.6     39.6  49.9 

6.8  39.1  41.0 
12.7  106.8  150.0 

6.9  32.7  40.3 
14.5     80.5  67.5 

8.9  35.8  41.4 
10.9     51.6  62.1 


52.6  49.8 
62.8  25.1 

87.3  232.9 

77.7  29.2 

67.1  22.8 

52.2  169.7 
58.1  87.6 

75.4  19.2 


SOURCE:    ESRD  FACILITY  SURVEY  (HSA- 


43.4  42.1 
38.8  34.5 

66.5  119.7 
58.8  80.3 


TOTAL 
STAFF 


MD 


R  N 


OTHER  DX. 
NURS.  TECH. 


SOC.  DIETT- 

WKR.      CIANS  OTHER 


1.8  12.1 


4.7  16.7 


8-2     42.0  48.2 


28.4 


9.8 


3.8  38.9 


9.1 

4.9 

15.8 

8.3 

3.0 

6.5 

19.5 

3.1 

18.4 

9.1 

3.8 

13.3 

9.1 

3.5 

4.5 

14.3 

7.0 

9.7 

12.5 

6.5 

7.2 

9.8 

3.2 

19.0 

11.9 

4.5 

12.9 

12.1 

6.7 

19.0 

13.0 

4.1 

16.0 

10.4 

3.9 

35.8 

11.8 

3.8 

24.2 

12.2 

4.9 

19.5 

13.6 

5.1 

18.8 

38.4  48.0 

5.  7  22.8 

6.8  47.1 

9.0  41.1 

6.5  38.3 

12.3  26.6 

8.  9  57.7 

11.2  64.6 

13.2  27.7 

8.0  28.6 

6.5  54.3 

7.2  36.6 


73.8  18.1 

29.  3  31.0 

83.0  56.9 

50.0  32.0 

40.0  20.9 
34.7  15.1 

28.4  173.0 
52.6  64.6 

31.5  20.4 

29.1  19.9 
*9.5  33.3 
35.0  29.3 


8.9  28.2  28.2  91.3 

7.3  33.6  42.3  46.1 

6.  4  36.9  38.  7  39.2 

6.5  54.7  76.9  11. 4 


2-1  10.5  8.0  20.0 

2.1  16.9  5.9  21.4 

2.1  12.6  7.3  22.2 

1-9  12.0  4.9  20.6 

1.8  12.5  4.8  35.9 

1.8  10.6  3.9  16.0 

1.8  12.7  3.0  31.3 

1-7  11.4  4.2  13.5 


6.6  31.2 

11.0  60.9 

8.4  34.0 

8.8  41.8 

8.1  44.1 

9.1  50.7 

6-0  45.0 

8.8  51.5 

6.8  47.6 

12.7  47.3 

18.7  46.0 

U.3  50.5 


38.  5 
51.1 
39.4 
50.  3 

41.6 
57.3 
85.8 
68.8 

63.  8 
41.6 
54.9 
67.0 


22.4 
42.7 
34.4 
18.  7 

39.4 
22.9 
228.  8 
25.8 

21.7 
135.3 
82.9 
17.  1 


1.9 
1.6 
2.  1 
2.0 


U.3 
12.9 
12.1 
13.5 


5.1  53.2 

4.7  9.1 

7.4  15.8 

4.6  26.9 


600-5)  ^^^^ 


10-6  39.1  38.0  12.4 

8-5  34.3  30.5  27.5 

7.2  57.2  103.0  27.8 

9.  0  49.  9  68.  2  25.1 
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TABLE    2  1.  AVERAGE   STAFFING   PATTERN  IN 

ESRD  FACILITIES  PROVIDING 
TRANSPLANT  SERVICES 
DECEMBER   31,  1976 


AVERAGE 

STAFFING   (FULL-TIME  EQUIVALENT) 

PER  FACILITY 

NUMBER 

PERCENT  1 

NUMBER 

OF 

TOTAL 

REPORTING 

STAFF 

ESRD 

TRANSPLANT  TOTAL 

PER 

TX 

OTHER 

soc . 

DI ET  I  - 

T  OT  AL 

TX 

OTHER 

SOC  . 

D I  E  T  I  - 

NETWORK 

FACILITIES  STAFF 

FACILITY  MD 

MD 

RN 

^UPS. 

WRK. 

CIANS 

OTHER 

STAFF 

MD 

MD 

RN 

NURS. 

WRK. 

CIANS 

OTHER 

TOTAL 

153 

2,252.3 

14.7 

2.4 

2.3 

4.4 

2.5 

.6 

.6 

1.9 

100.0 

16.3 

15.6 

29.9 

17.0 

4.  1 

4.  1 

12.9 

01 

2 

10.3 

5.2 

2.5 

1.0 

.5 

.0 

.5 

.5 

.2 

100.0 

48.  1 

19.2 

9.6 

.0 

9.6 

9.6 

3.8 

02 

4 

53.8 

13.5 

1.1 

.3 

8.9 

2.7 

.0 

.3 

.1 

100.0 

8.1 

2.2 

65.9 

20.0 

.  0 

2.2 

.7 

03 

3 

86.1 

28.7 

2.2 

1.8 

9.0 

6.7 

.  8 

.9 

7.3 

100.0 

7.7 

6.3 

31.4 

23.3 

2.8 

3.1 

25.4 

04 

14 

165.7 

11.8 

2.4 

3.4 

2.8 

1.2 

.7 

.  7 

.8 

100.0 

20.3 

28.8 

23.7 

10.  2 

5.9 

5.9 

6.8 

05 

3 

43.0 

14.3 

2.7 

2.7 

4.  3 

1.0 

.8 

.8 

2.0 

100. 0 

18.9 

18.9 

30.1 

7.0 

5.6 

5.6 

14.0 

06 

4 

24.1 

6.0 

.8 

.6 

2.6 

.3 

.4 

.4 

1.0 

100.  0 

13.3 

10.0 

43.3 

5.0 

6.7 

6.7 

16.7 

07 

3 

76.8 

25.6 

3.9 

1.9 

13.1 

5.7 

.3 

.3 

.4 

100.0 

15.2 

7.4 

51.2 

22.  3 

1.2 

1.2 

1.6 

08 

1 

3.0 

3.0 

2.0 

.0 

.0 

.0 

.  5 

.  5 

.0 

100.0 

66.7 

.0 

.0 

.0 

16.7 

16.  7 

.0 

09 

6 

116.6 

19.4 

3.8 

3.1 

5.2 

2.5 

.7 

.8 

3.4 

100. 0 

19.6 

16.0 

26.8 

12.9 

3.6 

4.1 

17.5 

10 

6 

49.9 

8.3 

1.7 

1.2 

1.4 

1.9 

.4 

.4 

1.5 

100. 0 

20.5 

14.5 

16.9 

22.  9 

4.8 

4.8 

18.1 

11 

4 

69.8 

17.5 

5.5 

3.3 

3.8 

2.8 

.9 

.6 

.8 

100.0 

31.4 

18.9 

21.7 

16.0 

5.1 

3.4 

4.6 

12 

5 

97.8 

19.6 

3.2 

2.2 

5.0 

5.0 

-8 

.6 

2.8 

100.0 

16.3 

11.2 

25.5 

25.5 

4.1 

3.1 

14.3 

13 

2 

78.5 

39.3 

2.5 

12.  5 

11.  8 

7.0 

1.8 

.8 

3.0 

100.0 

6.4 

31.8 

30.0 

17.8 

4.6 

2.0 

7.6 

14 

10 

155.4 

15.5 

2.4 

2.4 

4.1 

3.6 

.7 

.  J 

1.  7 

100.0 

15.  5 

15.5 

26.5 

23.2 

4.5 

4.5 

11.0 

15 

6 

70.0 

11.7 

1.8 

.8 

4.0 

1.2 

.4 

.6 

3.0 

100.0 

15.4 

6.8 

34.2 

10.  3 

3.4 

5.  1 

25.6 

16 

3 

69.5 

23.2 

1.1 

3.4 

6.5 

5.5 

.2 

.2 

6.3 

100.0 

4.7 

14.7 

28.0 

23.7 

.9 

.9 

27.2 

17 

6 

62.3 

10.4 

3.3 

3.7 

1.2 

.0 

.7 

.4 

1.1 

100.0 

31.7 

35.6 

11.5 

.0 

6.7 

3.8 
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END-STAGE  RENAL  DISEASE  MEDICAL  INFORMATION  SYSTEM  -  FACILITY  REPORT  NUMBER  2 

TABLE   22.  TRANSPLANTS   (TX)  REPORTED 

FOR   THE  PERIOD 
JANUARY   1,    1976  -  DECEMBER  31,  1976 
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TABLE    23.      REPORTED   DISPOSITION   OF   CADAVERIC  KIDNEYS 
OBTAINED  DURING  THE  PERIOD 
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APPENDIX  I  -  GLOSSARY  OF  TERMS 

The  items  appearing  in  this  glossary  are  intended  to  assist  the  reader  by  supplying  operational 
definitions  of  the  terms  used  in  the  tables  and  narrative  portions  of  this  report. 


Administration  -  The  type  of  management  of  a  facility.  See-  Univer- 
sity Hospital  Administered,  Non-University  Hospital  Adminis- 
tered, and  Non-Hospital  Administered. 

Approved  Dialysis  Stations  -  The  number  of  dialysis  stations  for 
which  the  facility  has  been  approved  by  the  Medicare  Bureau 
Health  Care  Financing  Administration. 

Average  Patients  per  Staff  -  Computed  for  the  facility  or  aggregation 
of  facilities  as  number  of  patients  divided  by  the  number  of 
full-time  equivalent  staff  members  for  each  of  the  designated 
categories  of  staff. 

Average  Staffing  Patterns  -  The  number  of  persons  in  each  type  of 
staff  position  who  administer  care  to  ESRD  patients. 

Average  Treatments  per  Station  per  Week  -  The  number  of  treat- 
ments divided  by  the  number  of  stations  in  a  facility  or  aggre- 
gation of  facilities  for  the  week  ending  January  2,  1977. 

Cadaveric  Kidneys  Obtained  at  the  Facility  -  The  number  of  kidneys 
which  were  obtained  from  deceased  donors  at  the  facility. 

Cadaveric  Transplant  -  The  kidney  that  was  transplanted  was 
obtained  from  a  deceased  donor. 

^S.S ESRD  patienl  popula,io" as "  «'*d  - 

Chronic  Maintenance  Dialysis  -  Dialysis  which  is  regularly  furnished 
to  an  ESRD  patient  in  either  a  hospital-based,  non-hospital 
based  or  home  setting. 

Chronic  Maintenance  Dialysis  Stations  -  A  configuration  of  equip- 
ment and  space  which  has  been  approved  by  the  Medicare  Pro- 
gram for  rendering  dialysis  to  a  patient. 


Current  Level  -  The  number  of  dialysis  treatments  during  the  week 
ending  January  2,  1 977,  by  a  facility  or  aggregation  of  facilities. 

Days  in  Operation  -  The  number  of  days  during  the  week  ending 
January  2,  1977,  that  a  facility  maintained  staff  and  was  open 
to  perform  services  for  ESRD  patients. 

Days  Operating  Per  Week  -  See:  Days  in  Operation. 

Dialysis  -  A  process  of  maintaining  the  chemical  balance  of  the  blood 
when  the  kidneys  have  failed,  specifically  a  process  by  which 
dissolved  substances  are  removed  from  a  patient's  body  by  dif- 
fusion from  one  fluid  compartment  to  another  across  a  semi- 
permeable membrane.  The  two  types  of  dialysis  currently  used 
LyT^"        ^  Pr3CtiCe        hemodia'ysis  and  peritoneal 


Dialysis  Facility  -  See:  Renal  Dialysis  Facility. 

The  number  of  treatments  performed  for 


Dialysis  Treatments 
ESRD  patients. 


Disposition  of  Cadaveric  Kidneys  -  The  acquisition  of  cadaveric  kid- 
neys and  their  final  disposition. 

End-Stage  Renal  Disease  (ESRD)  -  That  stage  of  renal  impairment 
winch  is  irreversible  and  permanent  and  requires  dialysis  or  kid- 
ney transplantation  to  ameliorate  uremic  symptoms  and  main- 
tain  lite. 

ESRD  Facility  -  In  the  generic  sense,  a  supplier  of  health  care  services 
that  is  approved  to  furnish  at  least  one  specific  ESRD  service. 

ESRD  Network  -  An  approved  organized  group  of  ESRD  facilities  in 
a  designated  area  which,  by  their  type  and  location  and  because 
r  rc,  r?  fral  Patterns'  collectively  furnish  the  necessary  care 
lor  bbRD  patients  in  the  population  served. 


ESRD  Service  -  The  type  of  care  or  services  furnished  to  an  ESRD 
patient,  such  as  transplantation  or  dialysis  services. 


Facility  -  Used  in  the  generic  sense  to  mean  any  supplier  of  health 
care  services  that  is  approved  by  the  Medicare  Program  to  fur- 
nish dialysis  or  transplant  services. 

Facility  Administration  -  The  type  of  administrative  management  of 
the  facility. 

Facilities  Estimate  of  Maximum  Capability  -  See:  Potential  Treat- 
ment (Operating)  Level. 

Facility  Location  -  The  place  or  site  where  a  facility  physically  main- 
tains its  operation  (without  regard  to  type  of  administration). 
For  example,  if  a  facility  occupies  a  suite  of  rooms  within  a 
hospital  building  or  complex  it  is  "hospital  based"  but  if  it 
occupies  a  suite  of  rooms  in  an  office  building  across  the  street 
from  the  hospital  it  would  be  "non-hospital  based". 

Full  Care  -  A  dialysis  setting  in  which  the  patient  does  not  perform 
any  substantive  tasts  as  part  of  his  treatment.  All  services  are 
performed  for  the  patient  by  professional  staff.  Patients  who  do 
no  more  than  weighs  themselves,  clean  their  access  site,  take 
their  own  temperature,  or  who  perform  other  similar  tasks  are 
included  in  this  category. 

Government  -  See:  Type  of  Ownership. 

Hemodialysis  -  A  method  of  dialysis  in  which  blood  from  a  patients' 
body  is  circulated  through  an  external  device  or  machine  and 
thence  returned  to  the  patients'  bloodstream.  Such  an  artificial 
kidney  machine  usually  is  designed  to  remove  fluids  and  meta- 
bolic end  products  from  the  bloodstream  by  placing  the  blood 
in  contact  with  a  semipermeable  membrane  which  is  bathed  on 
the  other  side  by  an  appropriate  chemical  solution  referred  to  as 
dialysate. 

Home  Patients  -  Those  patients  who  maintain  their  own  dialysis 
equipment  at  home  and  perform  their  own  treatment  alone  or 
with  the  assistance  of  a  helper. 


Hospital  Based  -  The  facility  is  physically  located  within  the  hospital 
building  or  complex. 

Hours  in  Operation  -  The  number  of  hours  during  the  week  of 
January  2,  1977,  for  which  a  facility  maintained  staff  and  was 
open  to  perform  services  for  ESRD  patients. 

Inpatient  Dialysis  -  Dialysis  which,  because  of  medical  necessity  is 
furnished  to  an  ESRD  patient  on  a  temporary  inpatient  basis' in 
a  hospital. 

Living  Related  Transplants  -  The  donor  of  the  kidney  that  was  used 
for  the  transplant  was  a  living  blood  (genetic)  relative  of  the 
donor. 

Location  -  See:  Facility  Location. 

Medical  Information  System  -  A  system  which  contains  medical 
information  on  patients  and  the  services  that  they  have  received 
during  the  course  of  their  therapy.  The  ESRD  medical  infor- 
mation system  is  an  automated  system  of  medical  records  which 
deals  primarily  with  current  Medicare  eligible  ESRD  patients 
but  also  maintains  historical  information  on  persons  no  longer 
classified  as  ESRD  patients  by  reason  of  death  or  successful 
transplantation. 

Non-Hospital  Administered  -  The  facility  is  an  autonomous  unit  not 
operated  as  a  department  or  service  of  a  hospital. 

Non-Hospital  Based  -  Refers  to  those  facilities  which  are  not  phys- 
ically located  within  a  hospital  building  or  complex. 

Non-Profit,  Non-Government  -  See:  Type  of  Ownership. 

Non-University  Hospital  Administered  -  The  facility  is  operated  as  a 
department  or  service  of  a  hospital  which  is  not  part  of,  or 
administratively  opera  ted  by,  a  university. 


Number  of  Dialysis  Treatments  Given  -  The  number  of  times  dialysis 
machines  were  used  to  provide  patient  treatments. 
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Number  of  Facilities  by  Number  of  Transplants  -  The  number  of 
facilities  performing  a  specified  number  of  transplants  for  the 
reporting  period. 

Number  of  Facilities  Reporting  -  The  number  of  facilities  which  were 
Medicare  approved  and  operational  that  provided  the  specific 
data  needed  to  produce  a  given  table. 

Number  of  Operating  Hours  -  The  number  of  hours  in  a  week  a 
facility  is  open  to  provide  ESRD  patient  services. 

Number  of  Patients  Dialyzed  -  The  number  of  individual  patients  for 
whom  dialysis  treatments  were  provided. 

Number  of  Patients  Trained  -  The  actual  number  of  patients  who 
have  completed  a  certified  training  program  teaching  them  to 
perform  their  own  renal  dialysis  treatments  in  the  home  or  on 
an  outpatient  basis  alone  or  with  the  assistance  of  a  helper. 

Number  of  Treatments  Provided  -  The  number  of  dialysis  treatments 
being  performed  during  the  facilities  normal  operating  schedule. 

Outpatient  Self-Care  -  See:  Self  Care.  The  type  facility  where  a 
patient  goes  to  receive  ESRD  services  and  then  returns  home 
upon  completion  of  the  treatment. 

Ownership  -  See:  Type  of  Ownership. 

Partial  Care  -  A  dialysis  setting  in  which  the  patient  participates  in  his 
treatment  under  the  direction  and  assistance  of  professional 
staff.  Patients  who  perform  such  complex  tasks  as  assisting  in 
setting  up  dialysis  equipment,  inserting  fistula  needles  and 
initiating  dialysis,  monitoring  blood  pressure  or  other  vital  signs 
throughout  dialysis,  and  assisting  in  terminating  the  dialysis 
treatments  are  included  in  this  category. 

Patient-Staff  Ratio  -  Computed  as  the  number  of  patients  per  staff 
member  of  designated  type  in  a  facility  (or  group  of  facilities). 

Patients  Treated  -  The  types  of  patients  treated  at  a  particular  facility 
according  to  age  groupings,  such  as,  children,  those  under  16 


years  of  age,  and  a  facility  that  treats  patients  of  all  ages. 

Peritoneal  Dialysis  -  A  procedure  which  introduces  dialysate  into  the 
abdominal  cavity  to  remove  waste  products  through  the  peri- 
toneum (a  membrane  which  surrounds  the  intestines  and  other 
organs  in  the  abdominal  cavity).  It  functions  in  a  manner  similar 
to  that  of  the  (artificial)  semipermeable  membrane  in  the  hemo- 
dialysis machine. 

Potential  Operating  Level  -  The  maximum  number  of  treatments 
which  could  be  provided  by  a  facility  without  altering  the 
existing  mode  of  operation  (i.e.,  increasing  number  of  stations 
or  changing  the  current  method  or  length  of  dialysis  treat- 
ments). 

Profit  Making  -  See:  Type  of  Ownership. 

Renal  Dialysis  Center  -  A  hospital  unit  which  is  approved  to  furnish 
the  full  spectrum  of  diagnostic,  therapeutic  (including  patient 
dialysis  furnished  directly  or  under  arrangement)  and  rehabilita- 
tive services,  except  renal  transplantation,  for  the  care  of  ESRD 
dialysis  patients. 

Renal  Dialysis  Facility  -  A  unit  which  is  approved  to  furnish  dialysis 
services  to  ESRD  patients. 

Renal  Transplant  Center  -  A  hospital  unit  which  is  approved  to 
furnish  direct  transplantation  and  other  medical  and  surgical 
specialty  services  required  for  the  care  of  the  ESRD  transplant 
patients,  including  inpatient  dialysis  furnished  directly  or  under 
arrangement. 

Self-Care  -  The  patient  has  been  trained  in  dialysis  techniques  and 
dialyzes  himself  in  a  dialysis  facility  without  professional 
assistance.  Patients  who  are  entirely  responsible  for  adminis- 
tering their  own  dialysis  treatments  without  professional 
support  (except  for  emergency  situations)  are  included  in  this 
category. 

Self-Care  Training  -  A  program  which  trains  ESRD  patients  or  their 
helpers,  or  both,  to  perform  self-care  dialysis. 


Services  Provided  -  Those  services  provided  to  ESRD  patients,  such  as 
dialysis  and  transplantation. 


Setting  -  The  type  and  location  of  the  dialysis  treatment  being  per- 
formed, i.e.,  full  care,  partial  care,  self-care,  self-care  training 
and  home  patients. 

Stations  -  See:  Approved  Dialysis  Stations. 

Suppliers  -  For  the  purpose  of  the  ESRD  MIS,  a  supplier  of  services 
in  the  ESRD  Program  is  a  facility  that  has  been  approved  by  the 
Medicare  Program  to  furnish  at  least  one  specific  ESRD  service. 

Total  Staff  per  Facility  -  The  number  of  full-time  equivalent  per- 
sonnel providing  services  to  patients  in  an  ESRD  facility. 

Transplant  -  Refers  to  the  number  of  kidney  transplant  operations 
performed,  not  necessarily  to  the  number  of  individuals 
receiving  a  transplant.  Unless  otherwise  specified,  entries  in  this 
category  include  both  live  and  cadaveric  donor  sources. 

Transplant  Facility  -  A  facility  in  which  transplant  procedures  are 
performed. 

Transplantation  Service  -  A  process  by  which  a  kidney  is  excised 
from  a  live  or  cadaveric  donor  and  then  implanted  in  an  ESRD 
patient.  Supportive  care  is  furnished  to  the  recipient  (and  to  a 
living  donor)  following  implantation. 

Transplants  Performed  -  The  number  of  kidneys  transplanted  by 


source  type;  i.e.,  living  related  or  cadaveric. 

Transplants  Reported  -  The  number  of  transplants  that  were  reported 
by  the  individual  facilities,  in  this  survey,  as  having  been  per- 
formed by  them  during  the  indicated  reporting  period. 

Type  of  Ownership  -  The  legal  entity  which  owns  or  controls  the 
capital  resources  of  the  facility,  e.g.,  individual  proprietorship, 
corporation,  governmental  jurisdiction.  The  basic  categories  are 
(1)  for-profit,  (2)  not-for-profit-nongovernment,  (3)  govern- 
ment-non-federal, or  (4)  government-federal. 

Type  of  Patients  Treated  -  The  age  group  of  patients  being  treated  at 
a  particular  facility  (age  16  or  less  or  patients  of  all  ages). 

Type  of  Services  Provided  -  A  specification  of  the  nature  of  services 
or  treatments  provided  to  ESRD  patients,  (i.e.,  dialysis,  trans- 
plantation, or  both). 

University  Hospital  Administered  -  The  facility  is  operated  as  a 
department  or  service  of  a  hospital  which  is  part  of,  or  admin- 
istratively operated  by,  a  university. 

Utilization  of  Dialysis  Stations  -  The  overall  usage  of  dialysis  stations 
during  the  week  ending  January  2,  1 977.  It  is  expressed  as  the 
average  number  of  treatments  per  station.  This  is  obtained  by 
dividing  the  total  number  of  treatments  performed  by  the 
number  of  chronic  dialysis  stations  for  a  facility  or  aggregation 
of  facilities. 


ESRD  FACILITY  SURVEY 

END  STAGE  RENAL  DISEASE  MEDICAL  INFORMATION  SYSTEM 


Form  Approved 
OMB  No.  6S-R1481 


t^Jl         1                     T              *                      *"  COmP  * "l  '°'  ***  ,aC""V              "  "»»"«•  <WPh""  '°«..O0   11  Were,  fad..,.*,  with  dWt«H  physical  location*  ar,  lubmttinc  cl,lm(  )o, 
,.,mbur*m.n,  under  OM  p'ov-der  number,  a  form  must  b,  completed  to*  each  taC*ty.    Em„  the  name,  address,  end  pth.r  information  MMcIl  reflect,  services  oroeM  a.  each  d, Jl.VI^     L  i 
Do  no,  ymg  the  gdeg  of  the  Doctor,  pile,  «  ,n                       oMlc.,  A  thai  address  differs  from  the  geogrep^  location  of  the  led-ty                                                                *  9e°9"ph'C'1  l0C",0n 
V  NAME  OF  FACILITY  ~  ~  I    2   STREET  ADDRESS  '  — 


1  COUNTY- 


6.  TYPE  OF  SERVICES  PROVIDED 

tot*  da«; 

1  O  Dialysis  only 

2  Q  Trmvl«ni  only 

3  O  Dialysis  and  transplant 


7.  TYPE  OF  PATIENTS  TREATED 

/Chec*  Clf,' 

1  □  Padiairic  only  l<16  years! 

2  □  Other 


8.  FACILITY  ADMINISTRATION 
fCnec*  one! 

t  D  Univernty  hospital  administered 

2  Q  Non -university  hospital  administered 

3  Q  Non-hospital  administered 


i  STATE 
_l  


S.  PROVIDER  NUMBER 


9.  FACILITY  LOCATION  fCnec*  onel 

1  □  Hospital  bawd 

2  D  Non-hospital  bated 


10.  TYPE  OF  OWNERSHIP  (Choose  the  appropriate  category  below  ana  check  one  only  J 
I,  FOR  PROFIT  2.    NOT  FOR  PROFIT  frVon-conv  nrnenr/ 

1  O  Individual  1  □  Individual 

2  O  Partnership  2  G  Partner*** 

3  D  Corporation  3  D  Corporation 

4  □  Other  4  □  Other 


3.    GOVERNMENT  thlontedereli 

1  D  State  5  □  Hospital  distr 

2  0  County  or  author 

3  □  City  6  □  Other 

4  D  City-County 


THIS  SECTION  TQ  BE  COMPLETEO  FOR  FACILITIES  PROVIDING  DIALYSIS  SE  RVICES 


GOVERNMENT  ifeoerati 

t  O  Veterans  Administrate 

2  □  Public  Health  Service 

3  □  Military 

4  □  Other 


11.  NUMBER  OF  DIALYSIS  MACHINES  OM  12/31/76 


12.  NUMBER  OF  DIALYSIS  TREATMENTS  GIVEN 
DURING  WEEK  ENDING  1/2/77 


13.  NUMBER  OF  PATIENTS  DIALYZED7  DURING 
WEEK  ENDING  1/2/77 


14.  HOURS  OF  OPERATION  AND  DIALYSIS  TREATMENTS 
PER  DAY  DURING  WEEK  ENDING  1/2/77  (Enter  below/ 


1  Mon 

2.  Twts 

3.  Wed 

4.  Ttaun 

5.  ft, 

6.  Sat 

7.  Sun 

Number  of 
Operating 
Hour* 

Number  of 
Treatments 
Provided 

Patrent  performs  few.  if  arty,  measurable  dialysis  tasks. 
Pattern  perform*  some,  but  not  all.  tasks. 
3  Patient  performs  all  task*  without  facility  help. 


15.  POTENTIAL  OPERATING  LEVEL 

Assuming  an  unlimited  Supply  of  acceptable  ESRD  patient*,  no  change  in  the  current 
method  or  length  of  dialysis  treatments,  the  local  limitations  on  the  availability  of 
staff,  and  the  exigencies  of  cost  of  operations,  what  <s  your  best  estimate  ol  the 
maximum  number  of  dialysis  treatment*  per  week  which  could  be  provided  by  this 
facility  without  increasing  the  number  ol  existing  dialysu  nations? 


IB    NUMBER  OF  SELF-CARE  PATIENTS  TRAINED  AND  TRANSFERRED  TO  HOME  Oft 
OUTPATIENT  SELF-CARE  DURING  CALENDAR  YEAR  1976. 

Home   Outpatient  Self-Care   


16.  DISTRIBUTION  OF  STAFF  ON  12/31/76  if  u»  r™r  eos/ire/enf  pofi.om 


Primary  cere  physician* 
[Include  feilow*.  e*ciydm 
interns  end  residents) 
Regit tered  nurse* 
Other  nursing  personnel 
Duty  vi  technicians 
Social  worker*  fArS*V  or 
equnaienO 


Dieticians 
Other  personnel 
fuyrfriatmri,  pjyfl 
pun.  voceuawu^/  rehecK 
radon  c 
TOTAL  \" 


20.  NAME  AND  ADDRESS  OF  ALL  TRANSPLANT  REG 

NAME 


19    HEPATITIS  CASES  DURING 
CALENDAR  YEAR  1976. 

Number  With 
Ciin.cai  Hepatitis 
[Elevated  enzymes) 

Number  Without 
Clinical  Hepatitis 
Worm*/  enrymes) 

Australia 
Antigen 
Positive 
PATIENTS 

Sun  of  Year 

01 

07 

Convernont  to  Positive 
During  Year 

02 

08 

End  of  Year* 

03 

09 

Australia 
Antigen 
Positive 
STAFF 

Start  of  Year 

04 

10 

Conversions  to  Positive 
During  Year 

OS 

11 

Endol  Year* 

06 

12 

"End  of  Year"  total  may  not  equal  sum  of  "Start  of  Year"  and  "Conversion*  to  Positive  During  Yei 
due  to  "reconversions"  to  negative  status,  patient  end  Staff  turnover,  and  to  forth. 


e  .potentiel  transplant  recipient  « 
RE6T 


it,ng  lists!  WITH  WHICH  THIS  FACILITY  PARTICIPATES 

CITY  STATE 


AREA  COOE 
TELEPHONE  NUMBER 


THIS  SECTION  TO  BE  COMPLETED  FOR  FACILITIES  PROVIDING  TRANSPLANT  SERVICES 


21.  DISTRIBUTION  OF  STAFF  ON  1  2/^77fir1  full-time  equivalent  pcwtiont  end  tractions  thereof  J 


Transplant  surgeon* 
/Include  fellows:  eedude 
tntems  end  residents! 
Other  primary  care 
pity  sic  ten* 
Reordered  nurse* 
Other  nursing  personnel 

Social  workers  IMS* 

or  eouireientf 


Dieticians 

Other  personnel  f Include 
psychietmn,  psycholo- 
gists, or  pen  preservation 
technicians,  vocational 
rehebrfttetion  counsrlors. 
ere./ 
TOTAL 


22.  NUMBER  OF  CADAVERIC  KIDNEYS 
ACQUIRED  AT  THIS  FACILITY 
DURING  CALENDAR  YEAR  1976 


TOTAL  12*  3  *  4) 
Number  transplanted  a 


thi*  facility 
Number  lent 


Number  not  uied 


23.  NUMBER  OF  CADAVERIC  KIDNEYS 
AC  QUI  RED  AT  OR  OBTAINED  FROM 
ANOTHER  FACILITY  DURING 
CALENDAR  YEAR  1976. 


TOTAL  (2*3*4) 
Number  transplanted  at 
this  lacility 

Number  sent  to  another 
facility 

Number  not  used 


1 


24.  NUMBER  OF  LIVING  RELATED  DONOR  TRANSPLANTS  PERFORMED  AT  THIS  FACILITY 
DURING  CALENDAR  YEAR  1976. 


5    HEPATITIS  CASES  DURING 
CALENDAR  YEAR  1976. 

Number  With 
Clinical  Hepatitis 
iE  leveled  entymmsi 

Number  Without 
Clinical  Hepatitis 
VHormel  enrymea\  N 

Australia 
Antigen 
Positive 
PATIENTS 

Start  of  Year 

01 

07 

Conversion  s  to  Pom  live 
During  Yeer 

02 

08 

End  of  Year* 

03 

09 

Australia 
Antigen 
Positive 
STAFF 

Start  of  Yeer 

04 

10 

Conversions  to  Positive 
During  Year 

05 

11 

ErW  of  Yeer* 

06 

12 

1  "End  Of  Year"  total  may  not  equ*t  turn  of  "Start  of  Yeer"  and  "Converwon*  to  Positive  During  Yei 
due  to  "reconversions"  to  negairve  status,  patient  end  staff  turnover,  end  so  forth. 


26.  REMARKS 


NOTE:  *  II  this  lacility  is  not  in  a  specific  count,  enter  incorporated  city  or  township 
This  tepOM  is  lequired  by  law  (42  U.SC.  42E.  20  CFR  405.  Section  31331  indi..dueliy 
CFfl  Pan  5*1. 


identifiable  patient  information  mill  not  be  disclosed  except  as  provided  tor  in  the  Privacy  Act  of  1974  (5  U.S  C  5520.  45 
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ESRD  MIS  COPY 


Department  of  Heeitn.  Education,  and  Welfare 
Health  Services  Administration 


When  to  Complete  the 
ESRD  Facility  Survey,  HSA-600-5 


O  The  ESRD  Facility  Survey,  HSA-600-5,  will  be  mailed  to  each  facility  from  the 

^  ESRD  MIS  data  processing  center  in  December.   The  form  is  to  be  completed  and 

£  returned  by  January  21  .  Mail  the  blue  ESRD  MIS  COPY  of  the  completed  form  to: 
cc 

w  ESRD  MIS  Data  Processing  Center 

>  Post  Office  Box  7007 

□  Alexandria,  Virginia  22307 

O 

2  The  white  FACILITY  COPY  and  the  yellow  INFORMATION  COPY  are  for  your 

g  files. 

GO 
PJ 

uj  The  ESRD  Facility  Survey  will  be  conducted  each  December  in  order  to  obtain 

£  data  describing  activity  which  occurred  during  the  calendar  year.   Initial  base- 

O  line  information  was  collected  through  a  survey  which  covered  the  period  July  1 , 

p  1975  -  June  30,  1976.   The  first  survey  to  collect  data  on  a  calendar  year  basis 

ai  will  cover  the  period  January  -  December,  1976.   The  instructions  which  follow 

c  app'y  t°  ''hat  survey. 
O 

|f  Complete  a  copy  of  the  ESRD  Facility  Survey,  HSA-600-5,  for  each  facility 

O  having  a  separate  geographic  location.  If  more  than  one  facility  is  submitting 
claims  for  reimbursement  under  a  single  provider  number,  a  separate  form  must 
be  completed  for  each  such  facility. 


O 


^  Some  facilities  will  not  have  been  approved  as  a  supplier  of  ESRD  services  in 

cc  the  Medicare  program  for  the  entire  calendar  year.  Where  this  situation  applies, 

w  enter  in  the  Remarks  section  the  date  the  facility  was  approved  as  a  supplier  of 

—  ESRD  services. 


X 

Q 
2 

LU 

a. 

< 


IT. 


INSTRUCTIONS  FOR  COMPLETING  THE 
ESRD  FACILITY  SURVEY,  HSA-600-5 


ITEM  | 

PROCEDURE 

1 

Name  of  Faci lity 

Enter  the  full  name  of  the  facility. 

2-4 

Facility  Address 

Enter  the  complete  address  which  reflects  the  geographic  location  of  the 
facility  named  in  Item  1 .   In  the  event  that  the  facility  is  not  in  a  specific 
county,  enter  the  name  of  the  incorporated  city  or  township.   Enter  the 
two-character  United  Mates  Postal  Service  abbreviation  tor  State  in  the 
space  provided;  e.g.,  MD  for  Maryland,  NY  for  New  York,  CA  for 
California.  A  list  of  these  State  abbreviations  is  attached.   Do  not 
leave  this  space  blank.   Do  not  leave  Zip  Code  blank. 

5 

Provider  Number 

Enter  the  six-digit  Provider  Number  assigned  by  the  Bureau  of  Health 
Insurance. 

6 

Type  of  Services  Provided 

Check  the  one  block  which  reflects  the  type  of  service  provided  by  this 
facility.   If  adult  or  adult  and  pediatric  patients  are  treated,  check 
"Other." 

7 

Type  of  Patients  Treated 

Check  the  one  block  which  reflects  the  type  of  patients  treated  at  this 
facility.   If  adult  or  adult  and  pediatric  patients  are  treated,  check 
"Other." 

o 
0 

Facility  Administration 

Check  the  one  block  which  reflects  this  facility's  administrative  affiliation. 

9 

Faci  lity  Location 

Check  the  one  block  which  reflects  the  location  of  this  facility.  Check 
Block  1 ,  "Hospital  based,"  only  if  the  facility  is  physically  located  within 
the  hospital  complex.   Facilities  located  one  or  more  blocks  from  the  • 
hospital  complex  are  to  be  categorized  as  non-hospital  based. 

ITEM 

PROCEDURE 

10 

Type  of  Ownership 

Type  of  ownership  has  been  categorized  as:   (1)  For  Profit,  (2)  Not  For 
Profit  (Non -government),  (3)  Government  (Non-federal),  (4)  Government 
(federal).  Complete  this  item  by  determining  which  of  the  four  major 
categories  above  is  applicable  to  this  facility.  Once  this  has  been  deter- 
mined, check  the  appropriate  subcategory.  Check  one  block  only. 

The  following  section,  Items  11-20,  is  to  be  completed  by  those  facilities 
providing  dialysis  services. 

11 

Number  of  Dialysis  Machines  on  12/31/76 

Enter  the  total  number  of  dialysis  machines  in  this  facility  on  12/31/76. 
Include  all  machines;  i.e.,  machines  used  to  dialyze  acute,  isolation, 
and  intensive  care  patients,  machines  not  currently  in  use,  and  machines 
reserved  for  training. 

12 

Number  of  Dialysis  Treatments  Given  During  Week  Ending  1/2/77 
Enter  the  total  number  of  dialysis  treatments  administered  at  this  facility 
during  the  survey  week,  12/27/76  -  1/2/77.   Include  all  treatments; 
i.e.,  acute  and  chronic  treatments  administered  to  Medicare,  non- 
Medicare,  ESRD,  and  non-ESRD  patients. 

13 

Number  of  Patients  Dialyzed  During  Week  Ending  1/2/77 
Enter  the  total  number  of  patients  dialyzed  in  this  facility  during  the 
survey.    Include  all  patients;  i.e.,  acute,  chronic,  Medicare,  non- 
Medicare,  ESRD,  and  non-ESRD  patients.   Exclude  patients  who 
dialyzed  in  the  home  only  and  regular  maintenance  patients  who  were 
away  on  vacation  or  other  travel  during  the  survey  week. 

14 

Hours  of  Operations  and  Dialysis  Treatments  Per  Day  During  Week  Ending  1/2/77 
For  each  day  of  the  survey  week,  12/27/76  -  1/2/77,  enter  the  number  of 
operating  hours  and  the  number  of  dialysis  treatments  provided.    Include  all 
treatments  provided  at  this  facility  to  acute,  chronic,  Medicare,  non- 
Medicare,  ESRD,  and  non-ESRD  patients. 

ITEM 
15 


16 


Potential  Operating  Lew>l 


or 


Distribution  of  Staff  on  12/31/7A 


17 


00 

1*} 


poMen,  „h0  has     a         rrt';' defined  °* " 

hemodialysis  or  1  day-per-weelc  Z,;tZ~Tl  l-,   '.    '      4  "V-per-week 
Medicare  and  000^X0^^        d'°'ySIS  P'"9™-  bo* 
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Include  all  patients  who  w  e  r  e  Ifn  i  °0""9  Calendar  Year  1976. 

present  ii^have  ™y  «  *• 

dpalysis.   Do  not  include  the  same  on  •  ^f, "°'  COre  outpatient 

Self-Core'^aTigaries.                 P  '  '"  bofh   Home"  and  "Outpatient 


Hepatitis  Cases  During  Calendar  Yea,  1976 
A^a^^  of  staff  who  were 

enzymes  during  C^Y^'mt^S^  S  "''f^' 
staff  who  were  Australia  Antigen  Positive  a    he  I^afl^"*"'  ^ 
number  of  conversions  that  occurs  A    •     \l  6  year'  the 

were  Australia  Antigen  Posi wt^ZS  f  7° '  ^  *e  number  who 
coteaorv  '*^%n^Z?^£^  ^  *«  W*. 


ITEM 

PROCEDURE 

19 
Cont. 

A  "case"  of  clinical  hepatitis  B  (left-hand  column,  spaces  "01-06")  applies 
to  patients  and  staff  with  HBsAg  (Australia  Antigen,  HAA)  documentation 
any  time  during  1976  in  conjunction  with  elevated  hepatic  enzyme  and/or 
signs  and  symptoms  compatible  with  acute  hepatitis,  even  though  the  acute 
episode  may  have  occurred  prior  to  the  start  of  the  year.   For  example:  a 
patient  who  developed  hepatitis  B  prior  to  1976  and  who  remained  HBsAg 
positive  at  the  beginning  of  1976,  should  be  recorded  in  space  "01."  A 
patient  who  developed  HBsAg  during  the  year  (1976)  along  with  elevated 
enzymes  and  remained  HBsAg  positive  to  the  end  of  the  year,  should  be 
recorded  in  space  "02"  and  in  space  "03." 

HBsAg  positive  individuals  who  have  no  history  of  documented  clinical 
hepatitis  B  (symptoms  or  enzyme  elevation)  prior  to  or  during  the  year,  or, 
for  whom  these  data  are  lacking,  should  be  recorded  in  the  right-hand 
column  (spaces  "07-12").  For  example:   if  a  staff  member  converted  to 
HBsAg  positive  status  during  the  year  (1976)  but  had  no  symptoms  or 
elevated  enzymes  and  lost  his  HBsAg  positive  status  prior  to  the  end  of  the 
year,  he  should  be  recorded  in  space  "JN."   If  during  1975,  you  accepted 
a  HBsAg  positive  patient  with  no  previous  history  of  clinical  hepatitis  B, 
and  the  patient  remained  HBsAg  positive  throughout  1976,  record  the 
patient  in  spaces  "07"  and  "09." 

Patients  who  enter  the  facility  during  1976  and  who  are  HBsAg  positive 
upon  entry  and  remain  so  to  the  end  of  the  year,  should  not  be  recorded 
as  seroconversion  for  the  facility,  but  should  only  be  recorded  at  "End 
of  Year"  spaces  "03"  or  "09"  depending  upon  clinical  status. 

20 

Name  and  Address  of  All  Transplant  Registries  With  Which  This  Facility 
Participates 

Enter  the  name,  complete  address,  and  telephone  number  (including  area 
code)  of  each  transplant  registry  with  which  this  facility  registers  transplant 
canaiaares.  use  rne  rwo-cnaracter  United  btates  Postal  bervice  abbreviation 
for  State;  e.g.,  MD  for  Maryland,  NY  for  New  York,  CA  for  California. 
A  list  of  these  State  abbreviations  is  attached . 

The  following  Section,  Items  21-25,  is  to  be  completed  by  those  facilities 
providing  transplant  services. 

21 

Distribution  of  Staff  on  12/31/76 

Enter,  in  full-time  equivalent  positions,  the  number  of  each  type  of  staff 
ui iu  iiirr  lutgi  _iuii  uuricriiiy  cmpioytru  in  me  delivery  OT  Tronsplonr  services* 
Regular  full  or  part-time  employees  who  are  on  vacation  or  sick  leave 
should  be  included. 

ITEM 
22 


23 


o 


24 


25 


Enter  ^^Ltc^^S0:^:  ^ 
The  sum  of  Categories  2,  3,  .d  4  must  eguo,  ft.  Mai  entered  in  Cotegoty  , . 

sen,  „  thi,  facility.  The,  1°  ^b.^^ 

N^f  Cadaveric  Kidney,  Acquired  at  nr  OhH,n  ,  -I  rromAnothet^, 

norjjsea.  enter  those  numbers  in  Category  2,  3,  and  4. 
The  sum  of  Categories  2,  3,  and  4  most  equal  the  total  entered  In  Category  1 


Hepatitis  Coses  During  Calendar  Year  1976 

7ZL  of*.  ""2,  0nVhe  "Umber  WH°  *—»«  A"- ^  en  Positive 
"Normal  Enzymes^"  "^"^  "'^  "Ele™*d  £-7- 


'  ITEM 

PROCEDURE 

25 
Cont. 

A  "case"  of  clinical  hepatitis  B  (left-hand  column,  spaces  "01-06")  applies 
to  patients  and  staff  with  HBsAg  (Australia  Antigen,  HAA)  documentation 
any  time  during  1976  in  conjunction  with  elevated  hepatic  enzyme  and/or 
signs  and  symptoms  compatible  with  acute  hepatitis,  even  though  the  acute 
episode  may  have  occurred  prior  to  the  start  of  the  year.   For  example:  a 
patient  who  developed  hepatitis  B  prior  to  1976  and  who  remained  HBsAg 
positive  at  the  beginning  of  1976,  should  be  recorded  in  space  "01  ."  A 
patient  who  developed  HBsAg  during  the  year  (1976)  along  with  elevated 
enzymes  and  remained  HBsAg  positive  to  the  end  of  the  year,  should  be 
recorded  in  space  "02"  and  in  space  "03." 

HBsAg  positive  individuals  who  have  no  history  of  documented  clinical 
hepatitis  B  (symptoms  or  enzyme  elevation)  prior  to  or  during  the  year,  or, 
for  whom  these  data  are  lacking,  should  be  recorded  in  the  right-hand 
column  (spaces  "07-12").   For  example:   if  a  staff  member  converted  to 
HBsAg  positive  status  during  the  year  (1976)  but  had  no  symptoms  or 
elevated  enzymes  and  lost  his  HBsAg  positive  status  prior  to  the  end  of  the 
year,  he  should  be  recorded  in  space  "11  ."    If  during  1975,  you  accepted 
a  HBsAg  positive  patient  with  no  previous  history  of  clinical  hepatitis  B, 
and  the  patient  remained  HBjAg  positive  throughout  1976,  record  the 
patient  in  spaces  "07"  and  "09." 

Patients  who  enter  the  facility  during  1976  and  who  are  HBjAg  positive 
upon  entry  and  remain  so  to  the  end  of  the  year,  should  not  be  recorded 
as  seroconversion  for  the  facility,  but  should  only  be  recorded  at  "End 
of  Year"  spaces  "03"  or  "09"  depending  upon  clinical  status. 

The  following  Section,  Item  26,  may  be  used  by  all  facilities. 

26 

Remarks 

All  facilities  approved  as  suppliers  of  ESRD  services  in  the  Medicare  program 
after  1/1/76,  enter  the  date  of  approval  in  month,  day,  and  year  order,  using 
a  six-digit  number;  e.g.,  09/20/76,  for  September  20,  1976. 

Enter  any  additional  clarifying  information  in  this  space. 

STATE  ABBREVIATION  ATTACHMENT 


Alabama 

AL 

Lou  is  Innn 

1  A 

LA 

Ohio 

OH 

Alaska 

AK 

'  v'f-»5uCn  us  e  rrs 

1  1  A 

MA 

Oregon 

OR 

Arkansas 

AR 

Mor\/ 1  /~i  n  A 
tw  tut  v  luna 

ft.  A  r\ 

MD 

Oklahoma 

OK 

Arizona 

AZ 

»u  ine 

ME 

Pennsylvania 

PA 

California 

CA 

'  t  1 1  wii  igon 

Ml 

Rhode  Island 

Rl 

Connecticut 

CT 

tiki 

MN 

South  Carolina 

SC 

Colorado 

CO 

M  issoi  ir  I 

MO 

South  Dakota 

SD 

Delaware 

DE 

Montana 

UT 
/VI  | 

lennessee 

TN 

Florida 

FL 

i  j  °   •   .  , 

(VI ISS  ISS  ipp  1 

MS 

Texas 

TX 

Georgia 

GA 

k  in 

No 

Utah 

UT 

Hawaii 

HI 

iNorrn  Carolina 

NC 

Virginia 

VA 

Iowa 

IA 

North  Dnkrt*« 

ND 

Vermont 

VT 

Idaho 

ID 

New  Hamr«hire 
"  *  *  i  iw  1 1  iua  1 1  ire 

IN  n 

Washington 

WA 

Illinois 

IL 

New  Jersev 

IN  J 

Wisconsin 

Wl 

Indiana 

IN 

New  Mexico 

NM 

West  Virginia 

WV 

Kansas 

KS 

New  York 

NY 

Wyoming 

WY 

Kentucky 

KY 

Nevada 

NV 

District  of  Columbia 

DC 

American  Samoa  AQ 

Canal  Zone  PQ 

Canton  and 
Enderbury  Is  EQ 


Guam 


GQ 


OUTLYING  AREAS  OF  THE  UNITED  STATES 

Johnston  Atoll         JQ  W  Territories  Pac 

MQ  U.S.  Misc  Carib  Isl 

RQ  U.S.  Misc  Pacific  b 

SQ  Virgin  Islands 

Wake  Island 


Midway  bland 
Puerto  Rico 
Swan  bland 


TQ 

BQ 

IQ 

VQ 

WQ 


DEPARTMENT  OF  HEALTH.  EDUCATION.  AND  WELFARE 

PUBLIC  HEALTH  SERVICE 
HEALTH  SERVICES  ADMINISTRATION 
ROCK  V I LLE    MARYLAND  20852 

January  5,  1977 


BURTAUOI    QUALITY  ASSURANCF 


Dear  Administrator: 

(PORTIONS  OF  THE  LETTER  NOT  RELEVANT  TO 
THE  FACILITY  SURVEY  HAVE  BEEN  OMITTED) 


both  to  implementing  the  PMTS  we  will  be  collecting  data  which  define 

b      h         ^  t      P3tlent  P°pulation  on  Dece"*er  31.  1976,  in  order  to 
establish  the  baseline  against  which  all  subsequent  measurements  are  to 
be  made      These  basic  master  files  are  being  assembled  in  two  ways.  First 
is  the  direct  transfer  of  SSA  Medicare  files  to  the  ESRD  MIS ,  augmented  by' 
historical  data  obtained  from  the  American  College  of  Surgeons'  Renal 

";?;  jnt  o!8iS;ry  r1  the  Rese"ch  Triangle  Institute's  National  Dialysis 
Registry.     Second,   the  completeness  and  accuracy  of  our  file  will  be 

o?Cth!SF«l5yMTlVin8  "eatnent  facility  («  complete  the  initial  set 

of  the  ESRD  MIS  annual  follow-up  forms  and  (2)  verify  the  status  of  each  of 
its  patients  as  it  appears  in  our  file. 

^irhTl%Ttl0Sed/urm\arVhe  annual  data  Election  instruments 

which  will  be  used  by  the  ESRD  MIS  to  follow  the  status  of  home  dialysis 

and  transplant  patients;  to  assess  the  health  and  rehabilitation  status  of 
the  ESRD  population;  to  measure  the  level  of  dialysis-associated  hepatitis- 
and  to  define  the  operating  level  of  dialysis  and  transplantation  programs' 
participating  in  the  ESRD  Medicare  program.    We  have  also  enclosed  a 
listing  of  all  patients  that  our  records  indicate  as  being  treated  at  your 

b;CFebrua"  ll'to:"  ^  ^         t0  be  C°mpleted  and  returned 

ESRD  MIS  Data  Processing  Center 
Post  Office  Box  7007 
Alexandria,  Virginia  22307 

A  franked  pre-addressed  envelope  is  enclosed  for  your  convenience. 

Detailed  instructions  for  completing  the  ESRD  Transplant  Patient 

SS^Af^Sn? A-6°°-3);  ESRD  Home  ^alysis  Patient  Follow-up  Report 
(HSA-600-4);  ESRD  Patient  Health  and  Rehabilitation  Survey  (HSA-600-6)- 
and  the  ESRD  Facility  Survey  (HSA-600-5)  appear  in  the  enclosed  Instruction 
Manual      Since  most  facilities  have  just  recently  completed  a  Facility 
Survey  Report  (HSA-600-5),  we  have  modified  the  instructions,  as  described 
below,  to  eliminate  those  items  which  need  not  be  reported  again  at  this 
time.     An  addendum  to  the  Instruction  Manual  containing  detailed  instruc- 
tions for  the  National  Surveillance  of  Dialysis-Associated  Hepatitis  ques- 
tionnaire (CDC  4.534)  is  also  enclosed. 


(PORTIONS  OF  THE  LETTER  NOT  RELEVANT  TO 
THE  FACILITY  SURVEY  HAVE  BEEN  OMITTED) 


ESRD  FACILITY  SgWEYjHgA^SO^ 

&sSr       ^^^v-Hr to  <°lia"  <«•  - 

ESRD  Facility  Survey  earlC,^"7  dld  **  c-plete  the 

-U^  the  instructions  eLtly  .Ttney  C'ffi^r^ 

r^™^?,^^?^^  survey,  it  rtU 

£™  V""'  a"  lde""ficatio„  label  win  be  f!ftifrn8  inf  <"™tion  again. 
Survey  form.     For  your  convenience    two  .aff,lxfd  ">  the  ESRD  Facility 

you  may  „lsh  t0  attach  ^ «.  WO  additional  labels  are  included  which 

remain  er  of  the  for..  Specif  Ll^you  ne^™  T  h™  «-Pl«-  the" 
"em  15.     Items  12-14  and  Items  16-24  IT.  w  ""Plete  Items  1-10  or 

-ructions  exactly  as  they  ^J^^^S^J^T^  ^  ^ 

the  ^^^srii^^^rrr- dra- a  ^ 

use  this  space  to  describe  any  specie"  set  of  c1  U'  ^lks'  P1«s* 

data  entries  on  the  survey  form.  circumstances  regarding  the 

'g:com^^\„Pga^\i^aI9lyiXr";„i:hh^eL°teb:oa„  "ST*  »  iS 
calendar  year  1976.     These  data  trfll  J  rela*e  *°  hepatitis  cases  during 

trol  as  an  integral  part  of  tn^ir  natLnall  *  JJ?  Center  f°r  Disease'con- 
associated  hepatitis,  described  below     S    surv"llance  of  dialysis 
the  hepatitis  data  requested  £y  not  be  rLli^^  ±n  SOme  facilities 
time  believe  that  it  is  of  Jl  <  1?  available»  but  at  the  same 

steps  are  necessary  to  reporTL^^^  y°U  Sh°Uld  ^atever  ' 

(PORTIONS  OF  THE  LETTER  NOT  RELEVANT  TO 
THE  FACILITY  SURVEY  HAVE  BEEN  OMITTED) 


i 


